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Vfso 


SIXTEENTH  ANNUAL  REPORT 

OF    THE 

BOARD    OF    DIRECTORS 

OF   THE 

UNDERWRITERS'  FIRE  PATROL  OF  SAN  FRANCISCO 

For  the  Year  Ending  December  31,  1890. 


At  the  Annual  Meeting  of  this  Corporation,  held  in  January  last,  the 
following-named  gentlemen  were  elected  Directors  to  serve  for  the  ensuing 
year,  viz:  . 

DIRECTORS: 

D.  E.  Miles,  Jno.  W.  G.  Cofran, 

I.  Gutte,  John  Scott  Wilson, 

Wm.  Macdonald,  Rudolph  Herold,  Jr., 

Chas.  A.  Laton. 


Chas.  A.  Laton,  President.  John  Scott  Wilson,    Vice-President. 

Rudolph  Herold,  Jr.,  Secretary  and  Treasurer. 


Headquarters  of  the  Patrol,  Station  No.  i,  Nos.  106  and  10S  Jessie  Street. 
Station  No.  2,  N.  E.  corner  of  Eddy  and  Polk  Streets. 

SAN   FRANCISCO. 


DIRECTOR'S    REPORT. 


San  Francisco,  Cal.,  January  ist,  1891.. 
To  the  Members  of  the  Underwriters'  Fire  Patrol  of  San  Francisco. 

Gentlemen  :  The  Directors  are  pleased  to  submit  another  favorable  report 
of  the  operations  of  the  Underwriters'  Fire  Patrol  during  1890. 

The  attention  of  the  Members  is  called  to  the  report  and  recommendations, 
of  Captain  Russell  White,  Superintendent  of  the  Patrol.  In  general,  the  en- 
tire property  of  the  Patrol  is  in  excellent  order,  and  ever  ready  for  instant 
service. 

The  Underwriters'  Fire  Patrol  of  San  Francisco,  during  the  past  sixteen 
years,  has  proven  itself  a  most  admirable  adjunct  to  the  San  Francisco  Fire 
Department,  and  has  achieved  large  success  in  the  work  of  saving  life  and  prop- 
erty which  is  liable  to  be  lost  by  fire.  Both  of  these  interests  work  to  the  same 
end,  and  serve  the  community  at  large,  by  efforts  to  reduce  the  large  and  in. 
creased  waste  by  fire. 

The  Directors  are  more  than  happy  to  chronicle  the  continued  co-operationi 
and  hearty  good  will  existing  between  the  officers  and  members  of  the  San 
Francisco  Fire  Department  and  the  Underwriters'  Fire  Patrol — a  most  desir- 
able condition  of  affairs — also  with  the  Fire  Alarm  and  Police  Telegraph,  Fire 
Marshal,  Chief  of  Police  Crowley,  and  all  of  his  officers  and  police  force,  the 
A.  D.  T.  Company,  the  Telephone  Company,  the  Auxiliary  Fire  Alarm  box 
system,  and  numerous  others  who  have  rendered  kind  offices  and  variously 
assisted  in  causing  prompt  and  efficient  service  to  be  rendered  by  the  Patrol 
force. 

All  of  which  is  very  respectfully  submitted, 

John  Scott  Wilson,    Vice-President. 

William  Macdonald, 

John  W.  G.  Cofkan, 

I.  Gutte, 

D.  E.  Miles, 

Rudolph  Herold,  Jr.,  Sec.  and  Treas. 

Chas.  A.  I.aton,   President. 


REPORT   OF  CAPTAIN  WHITE. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  i,  1891. 
To  the  President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol. 

Gentlemen  :  In  conformity  with  usual  custom,  I  am  pleased  to  submit  my 
sixteenth  annual  report  of  the  services  performed  during  the  year  ending 
December  31,  1890.  There  will  also  be  found  itemized  statements  of  insurance 
on  property,  losses  on  same,  and  other  information  in  regard  to  the  operations 
of  this  organization. 

BUILDINGS. 

These  are  in  good  condition.  Station  No.  1  has  just  received  an  overhaul- 
ing, in  the  way  of  kalsomining,  painting,  etc. 

I  desire  to  direct  your  attention  to  the  fact  that  the  lease  of  the  land  where 
Station  No.  2  is  located,  will  expire  soon;  only  one  year  longer  to  run.  I 
would  recommend  that  another  location  be  found  at  once. 

horses. 

All  well  and  suitable  for  service,  except  the  two  horses  regularly  used  on  No_ 
1  wagon.  I  would  recommend  that  a  change  be  made  procuring  suitable 
horses.  The  trouble  with  the  team  is  that  one  of  them  is  willing  to  do  all  the 
work  and  the  other  is  willing  he  should  do  so. 

APPARATUS. 

Our  wagons  are  in  good  order;  have  been  kept  up  to  the  proper  standard, 
and  are  ready  for  active  service  whenever  required. 

STEAM    SALVAGE    PUMP. 

The  pump  has  been  in  service  a  number  of  times,  during  the  year,  and  has 
proved  a  very  valuable  auxiliary  to  the  plant;  is  in  fine  condition,  and  ready  for 
another  call. 

Recommendations  have  been  made  by  me  from  time  to  time,  being  the  out- 
come of  an  experience  of  many  years  of  service,  and  I  am  pleased  to  state  that 
on  all  occasions  you  have  been  attentive  to  the  same,  and  have  carefully  con- 
sidered and  ordered  when  the  best  interests  of  the  Patrol  required  it. 

In  conclusion,  I  desire  to  acknowledge  my  obligations  to  the  Board  of 
Directors  for  the  liberal  and  proper  manner  in  which  the  Patrol  has  been  dealt 
with,  thereby  enabling  us  to  keep  the  Patrol  up  to  the  highest  standard  of 
efficiency. 

I  also  extend  thanks  to  my  old  friend,  David  Scannell,  Esq.,  Chief  of  the 
San  Francisco  Fire  Department,  the  Board  of  Engineers,  officers  and  members, 
of  the  Fire  Department  for  many  acts  of  kindness  extended  to  me.  To  the 
Fire  Marshal,  Chief  of  Police  Crowley,  Superintendent  Rankin  of  the  Fire 
Alarm  and  Police  Telegraph,  the  officers  and  members  of  their  respective  forces, 
please  accept  my  thanks  for  numerous  favors  received,  and  very  valuable  assist- 
ance rendered  to  the  Patrol.  And  finally,  of  the  individual  officers  and  men 
under  my  command,  beg  leave  to  say  that  I  appreciate  the  efficient  manner  in 
which  they  have  performed  their  respective  duties,  and  by  so  doing,  enable  us 
to  say  proudly,  that  we  have  as  reliable  a  Fire  Patrol  as  any  city  can  boast  of. 
Very  respectfully  submitted, 

RUSSELL   WHITE, 

Superintendent  Fire  Patrol. 


[     6     ] 
LIST  OF  THE  MEMBERS  OF  THE  U.  F.  P.  FORCE. 

Station  No.  i. 
Nos.  106  and   108  Jessie  street. 


Position. 

Names. 

Age. 

No  of  Badge. 

C.  H.  Okell 

36 
30 
39 
34 
36 
26 
32 
31 
26 

33 

A.  D.  Yost 

Phil   Dolan . . 

R.  Ripley 

John  Crowley 

Edw.  Dodge 

Station  No.  2. 
Corner  Eddy  and  Polk  Streets. 

37 
28 
28 
27 
22 

W.  T.  Thoney             .    . 

A.  G.  Stroh 

Russell  White,  Superintendent,  age  48. 
Headquarters,   Station  No.  1. 


RESIGNATIONS  AND  APPOINTMENTS    DURING  THE  YEAR  1890. 

Resignations  ; 

Fred.  Brown, 
Robert  H.  Sawyer, 
J.J.  Fitzpatrick. 

Appointments  : 

Edward  Dodge, 
John  Crowley, 
Emile  Cranert. 
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TOTAL  NUMBER  OF   ALARMS  RECEIVED  DURING  THE  YEAR. 

Received  all  told 401 

Of  which  there  were  Bell  Alarms 371 

Still   Alarms 26 

A.  D.  T.  and  Telephone  Alarms 4 

Total 401 

23  of  the  above  were  false  alarms. 


SERVICES  PERFORMED  BY  THE  FORCE. 

Hours  in  actual  service 46 1  hours  1 5  minutes 

Number  of  Covers  spread 1,381 

"        ' '   Fires  extinguished 11 

"       "  Fires  held  in  check 8 

"       "    Extinguishers   used , 33 


LOCATION  OF  FIRES  EXTINGUISHED  BY  THE  PATROL  FORCE. 

January  1 6th.      Saloon 206  Montgomery  street. 

Feb.         13th.     Fancy  Goods  Store 12   Montgomery  street. 

May         28th.      Printing  Office 413-415  Market  street. 

June  7th.      Feed  Mill 8-10  Stevenson  street. 

June         1 2th.     Liquor  Store 526-528  Washington  street. 

July         28th.      Ivory  Works 10   Stevenson  street. 

Aug.         22d.     Dwelling 602  Sutter  street. 

Sept.        28th.      Cloak  Factory 569  Market  street. 

Nov.        30th.     Lodging  House 404  Turk  street. 

Dec.  3d.     Drug  Store 234  Sutter  street. 

Dec.         30th.     Dwelling 125  Rincon  Place. 


GRADE  OF  LOSSES. 


Under  $100 $  3,212  80 

$100  to  $1,000 41,787  76 

$1,000  to  $10,000 199,181  51 

$10,000  to  $20,000 142,968  76 

$20,000  to  $30,000 j  45,241  45 

$30,000  to  $40,000 I  142,479  72 


Aggregate. 


Average. 

&     32 

44 

360 

23 

3-OI7 

90 

14,296 

87 

22,620 

72 

35,619 

93  ' 

FIRES  INVOLVING  LOSSES  OVER   $40,000  EACH. 


$  53,655  69 

59.655  09 

78,076  50 

168,180  72 

216,863  20 

201,527  52 
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THE    FOLLOWING 


WILL    SHOW    THE     NUMBER 
SPREAD  AT  76  FIRES. 


OF     COVERS 


11  Fires  of 

1 

1 1          " 

2 

4 

3 

6 

4 

6 

5 

3 

6 

4 

7 

1         " 

8 

1          " 

9 

3 

10 

1 

11 

3 

12 

2         " 

13 

i          " 

15 

Cover  each 


Total  covers  spread 


II 

I    Fire 

22 

2          " 

12 

1          " 

24 

2          " 

30 

2          " 

18 

2          " 

28 

2          " 

8 

2          " 

9 

30 

36 

26 

15 

19 

280 


of  16 

17 

21 
24 

3° 

31 

35 
40 
48 
104 
180 
181 
197 


Covers  each 16 

34 


57 

76  Fires  where  covers  were  used. 


104 
180 
1S1 
197 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY   THE  PATROL 
SINCE  ITS  ORGANIZATION. 


875 

876 

877 

878 

879 

880....  . 

881 

882 

883 ... . 

884 

885 

886 

887 

888 

889 

890 

Total 


168 

322 
372 
37o 
344 
352 
380 
343 
392 
319 
3i4 
405 
426 
404 
299 
401 


5,6n 


Covers  Spread.    Hours  Duty 


206 
1,136 
1,269 
1,163 

808 
1,129 
1,140 
1,019 

1,133 
1,003 
L422 
1,179 
L335 
970 
1,203 
L38i 


7,486 


132  15 
219  59 
229  46 
194  10 

175  10 

225  40 
312  20 

275  50 
287  30 
211  15 
273  10 

373  59 
382  20 
398  10 
335  40 
461  15 


4,386  29 
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[  II  ] 

CONDENSED    SCHEDULE    OF    PROPERTY    ON    HAND    AT    THE 
PATROL  STATIONS. 

No.  i  Station,  Nos.  106  and  108  Jessie  Street. 

Horses 

Wagons  (Mercantile  District,  large) 

Wagon  (Hill  District,  smaller) , 

Buggies  (for  Captain's  use) #  2 

Covers 

239 

Steam    Salvage    Pump   (for    pumping    water   from    basements  and  cellars 

after  fire) 

Wagon   for    transporting  suction  hose,   coal,    ropes,    wrenches  and  other 

equipments 

Together  with  all  other  equipments. 


No.  2  Station,  N.  E.  corner  of  Eddy  and  Polk  Streets. 

Horses 

Wagon — for  regular  service 

Wagon  (spare),  fully  equipped 

Wagon  (spare),  unfit  for  service — small 

Covers 

Together  with  all  other  equipments  suitable  for  the  service. 
3  Covers  destroyed  at  Pacific  Oil  and  Lead  Works  Fire,  King  street. 


2 

t 

1 
100 


Covers  in  use  by  the  Oakland  Fire  Department  (in  bad  order) 12 

Covers  loaned  San  Francisco  Fire  Department 2 
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TREASURER'S    REPORT 

—  OK  — 

RECEIPTS  AND  DISBURSEMENTS 

For  the  Year  ending  December  31,  1890. 


I  herewith  submit  my  report  as  Treasurer  of  the  Underwriters'  Fire  Patrol 
of  San  Francisco  for  the  year  ending  December  31,  1890  : 

1890.  Receipts. 

Balance  from  1 889 $      245  8* 

Jan.       27.     Assessment  No.  60,  levied  on  returns  of  December  31, 

1889 5,428  00 

April     25.     Assessment    No.   61,    levied   on  returns  of  March  31, 

1890 7,00375 

July       31.     Assessment  [No.    62,    levied    on    returns  of  June   30, 

1890 7.35i   55 

Sept.       4.     Sale  of  old  wagon 100  00 

Oct.       25.     Assessment  No.  63,  levied  on  returns  of  September  30, 

1890 6,721   85 

$26,850  97 

DlSIlURSEMENTS. 

Dec.       31.      Pay-roll $18,000  00 

General   Expense 4,°7°  59 

Rent 2, 580  00 

Feed  Account 796  1 1 

Horse  Account 100  00 

Balance  on  Deposit  Anglo-Californian  Bank 1,304  27 

$26,850  97 

RUDOLPH    HEROLD,    Jr.,    Treasurer. 
Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  7,  1891. 
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STATEMENT 


Receipts  and   Disbursements 

OF   THE 

UNDERWRITERS'  FIRE  PATROL  RELIEF  ASSOCIATION 

For  the  Year  Ending  December  31,  1890. 


1890.  Receipts. 

Balance  from  1889   $   1,880  66 

July       31.     Collected  from  Accident  Insurance  Co.  on  claim 

of  R.  M.  Ripley $35  72 

Nov.      29.     Donation  from  Sharon  Estate  (Grand  Hotel  Fire)  50  00 
Dec.      31.     Interest  on  Term  Deposit  Security  Savings  Bank  77   56 
Interest  on  Ordinary  Deposit   Security  Savings 

Bank n    12 

174  40 

$  2,055  °6 
Disbursements. 

June      23.     Accident  Insurance  Premiums $       186  00 

July       31.     Paid  claim  of  R.  M.  Ripley 35  72 

Dec.      31.     Balance  on  Deposit  Security  Savings  Bank  — 

Term  Deposit $i,66o  02 

Balance  on  Deposit  Security  Savings  Bank — 

Ordinary  Deposit 173  32      1.^33  34 

$2,055  °6 

RUDOLPH  HEROLD,  Jr., 

Secretary  and  Treasurer. 

Headquarters  U.  F.  P.  Relief  Association, 

San  Francisco,  January  7,  1891. 
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FIRE  RECORD 


Report 


Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 
by  the  patrol 

For  the    Year  ending  December  ji,   i8go. 
JANUARY. 

Thursday,       Grand  Hotel.    Fourth  floor  of  four-story  brick  and  frame  building. 

2d,  Cause  of  fire,  defective  grate. 

1 1. 3  A.   M,     Responded  to  by  Company  No.   I. 

Box  38.         In  service  one  hour  and  twenty-five  minutes. 
Covers  spread,  seventeen. 
Losses  on  property  not  insured,  $500. 

Friday,  No.  28  Stockton    street.     Coffee    saloon.     First    floor    of   two- 

3d,  story  frame  building. 

12.15  A-  M->     Cause  of  fire,  explosion  of  coal  oil  stove. 
Box  98.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $7,500.     Losses  paid.  $198  25. 
Insurance  on  contents,  $3,000.      Losses  paid,  $417. 


[      18     ] 

Wednesday,      No.  650  Natoma  street.     Stable  and  dwelling.       First   floor  of 
8th,  two-story  frame  building. 

1.6  P.  M.,       Cause  of  fire,  supposed  pipe  smoking. 
Box  73.         Responded  to  by  Company  No.  2. 
In  service  fifty-five  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $400. 
Insurance  on  contents,  $625.     Losses  paid,  $485. 
Losses  on  property  not  insured,  $50. 
Thursday,       No.   79  Ninth  street.     Restaurant.     Second  floor  of  two-story 
9th,  frame  building. 

5.13    A.  M.,     Cause  of  fire,  defective  stove-pipe  in  restaurant. 
Box  183.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,500.     Losses  paid,  $175. 
Insurance  on  contents,  $1,200.     Losses  paid,  $43.25. 

Thursday,        No.  323  Montgomery  street.     Real  estate  office.     First  floor  of 
9th,  four-story  brick  building. 

8.47    A.   M.,      Cause  of  fire,  carelessness  with  coal  oil  stove. 
Box  12.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 

Friday,  Powell   street,    between   North    Point    and    Beach.     Two-story 

10th,  frame  building.     Boat  building. 

2.32    a.   M.,     Cause  of  fire,  unknown. 

Box  8.  Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $692.    " 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,193  75- 
Friday,  No.   530    Eddy    street.     Dwelling.     First    floor    of    three-story 

10th,  frame  building. 

6.40    p.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
6.47    p.   M.,     Responded  to  by  Company  No.  2. 
Still    and        In  service  one  hour  and  ten  minutes. 
Box  91.         Covers  spread,  four. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  $1,000.     Losses  paid,  $355. 
Insurance  on  contents,  $£,450.     Losses  paid,  $280. 
Friday,  No.  49  Clara  street.     Dwelling.     First  floor  of  two-story  frame 

10th,  building. 

9.17    P.    M.,      Cause  of  fire,  carelessness  with  cigarettes. 
Box  63.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  building.  $1,500. 
Insurance  on  contents,  $500.     Losses  paid,  $35. 


[     19     ] 


"Saturday, 

nth, 

2.19    P.    M. 

Box  154. 


No.  453  Sixth  street. 

Cause  of  fire,  pipe  smoking  on  side-walk. 

Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 


Sunday,         Bush   street,    near   Hyde.     School-rooms.     First  floor  of   four- 
I2th,  story  frame  building. 

6.45    P.    m.,     Cause  of  fire,  unknown. 
7.09    p.    m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  134,         In  service  two  hours. 
2d   alarm.       Covers  spread,  forty. 

Insurance  on  buildings,  $15,850.     Losses  paid,  $1,121. 
Insurance  on  contents,  $7,200.     Losses  paid,  $1,350. 
Losses  on  property  not  insured,  $32,244. 

Tuesday,        No.   904   Pacific   Ave.     Chinese  wash-house.     One-story  frame 
14th,  building. 

1I.20  A.  M.,     Cause  of  fire,  defective  chimney, 
Box  14.         Responded  to  by  Company  No.  I. 
In  service  forty-five  minutes. 
Losses  on  property  not  insured,  $250. 


Thursday, 
16th, 

I.I5    A.    M. 

Still. 


No.  206  Montgomery  street.     Saloon.     First  floor  of  three-story 

building. 
Cause  of  fire,  defective  water-heater. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Losses  on  property  not  insured,  $1,000. 


Thursday,        Foot  of  Broadway.     Second  floor  of  two-story  frame  building. 
16th,  Office  of  Pacific  Coast  Steamship  Co. 

4.37   A.  M.,     Cause  of  fire,  electric  light  wires. 
Box  13.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 
Losses  on  property  not  insured,  $50. 


Thursday,       No.  722   Minna  street.     Dwelling.     Second  floor  of  two  story 
1 6th,  frame  building. 

J2..30  P.  M.,      Cause  of  fire,  children  with  matches. 
Box  183.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $105. 
Losses  on  property  not  insured,  $10. 


[       20       ] 


Saturday,        Beale  street,   between  Harrison  and  Bryant.     Stable.     Floor  of 
18th,  one-story  frame  building. 

12.30  P.  M.,     Needless  alarm.     Spark  from  smoke-stack. 
Box  51,  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 

Friday,  No.    641     Market    street.     Carpets    and   furniture    ware-rooms. 

24th,  Fourth  floor  of  four-story  brick  building. 

1.34    P.    M.,     Needless  alarm.     Smoke  from  plumber's  stove. 
Still.  Responded  to  by  Company  No.  I. 

In  service  twenty  minutes. 

Sunday,         Nos.  6  and  8  Clay  street.     Oak  Hall  Clothing  Co.     First  floor 
26th,  of  two-story  frame  building. 

12.05  A-  M->     Cause  of  fire,  electric  light  wires. 
Box  15.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Losses,  $5.     No  claim. 

Sunday,         No.    1814   Stevenson  street.     Dwelling.     Second  floor  of  two- 
26th,  story  frame  building. 

7.48    p.    M.,     Cause  of  fire,  children  with  matches. 
Box  142.        Responded  to  by  the  Captain. 
In  service  fifty-five  minutes. 
Insurance  on  contents,  $1,000.     Losses,  $5.     No  claim. 

Tuesday,        No.   63   West   Mission    street.     Dwelling.     Floor    of  one-story 
28th,  frame  building. 

7.26  p.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  72.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 
Insurance  on  contents,  $300.     Losses  paid,  $50. 

Friday,  No.  825  Washington  street.     Chinese  restaurant. 

31st,  Cause  of  fire,  chimney  burning. 

12. 1    a.    M.,  Responded  to  by  Company  No.  1. 
Box  25. 


In  service  twenty-five  minutes. 


FEBRUARY. 


Monday,        Nos.  1050-1052  Market  street.     Dress-making  parlors.     Second 

3d,  floor  of  two-story  frame  building. 

0.3    P.    M.,      Cause  of  fire,  supposed  explosion  of  coal  oil  lamp. 
Box  95.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes.      Covers  spread,  seven. 
Insurance  on  buildings,  $4,000.     Losses  paid,  $180. 
Insurance  on  contents,  $3,202.     Losses  paid,  $477.75. 
Losses  on  property  not  insured,  $493. 


] 


Tuesday,        No.  659  Clay  street.     Photograph  rooms. 
4th,  story  brick  building. 

7.51    P.   M.,      Cause  of  fire,  explosion  of  coal  oil  stove. 
Box  21.         Responded  to  by  Company  No.  1. 
In  service  25  minutes. 
Losses  on  property  not  insured,  $5. 


Third  floor  of  three- 


Wednesday,     No.  131 1   Hyde  street.     Dwelling.      Third  floor   of  three-story 

5th,  frame  building. 

7.40   a.  M.,     Cause  of  fire,  defective  chimney. 
Box  126.  Responded  to  by  Company  No.  2. 

In  service  two  hours. 

Insurance  on  buildings,  $7,500.     Losses  paid,  $1,200. 
Insurance  on  contents,  $5,500.     Losses  paid,  $1,503. 


Saturday,        N.  W.  corner  of  Dupont  and  Bay  streets.      Basement 

8th,  three-story  brick  building.     Sulphur  mill. 

[1. 29  A.  M.,      Cause  of  fire,  sparks  from  Sulphur  mill. 
Box  352.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $1,856.     Losses  paid,  $320. 
Insurance  on  contents,  $4,571.     Losses  paid,  $2,585. 


loor  of 


Saturday,        Brannan  street,  between  Seventh  and  Eighth  streets.    Unoccupied. 
8th,  Second  floor  of  two-story  frame  building. 

11.59  P.  M.,     Cause  of  fire,  supposed  smoking  by  tramps. 
Box  152.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Insurance  on  buildings,  $1,400.     Losses  paid,  $600. 


Sunday,  No.  414  Merchant  street.     Fruit  store. 

9th,  Cause  of  fire,  chimney  burning. 

9.59    P.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  thirty-five  minutes. 


Tuesday,  Rear  of  1419  Clay  street. 

nth,  Cause  of  fire,  burning  old  brush. 

7.26  a.    M.,  Responded  to  by  Company  No.  2. 

Box  126.  In  service  forty  minutes. 


22 


] 


Wednesday,      Twenty-sixth  street,  near  Folsom.     Girls'  High  School.     First 

I2th,  floor  of  two-story  frame  building. 

12.ii  A.  M.,     Cause  of  fire,  experimenting  with  chemicals. 
Box  236.       Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $5,000.     Losses,  $10.     No  claim. 

Insurance  on  Contents,  $5,000.     Losses  paid,  $50. 

Thursday,       No.   12  Montgomery    street.       Sample    rooms  of  fancy   goods, 
13th,  Second  floor  of  three-story  brick  building. 

2.50   P.   M.,     Cause  of  fire,  carelessness  with  cigar. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes.  < 

Insurance  on  buildings,  $15,000.     Losses  paid,  $40. 
Losses  on  property  not  insured,  $50. 


Friday, 

14th, 

6.29    A.    N 

Box  3. 


False  alarm. 

Responded  to  by  Company  No  1. 

In  service  thirty  minutes. 


Saturday,        No.  317  Stockton  street.     Lodging-house.     Third  floor  of  four- 

15th,  story  frame  building. 

6.1    A.  M.,       Cause  of  fire,  cigarette  smoking  in  bed. 
Box  49.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  buildings,  $4,000. 
Losses  on  property  not  insured,  $5. 


Sunday,         No.  337  O'Farrell  street.     Dwelling  and  fruit  store. 
16th,  of  two-story  frame  building. 

II.35  p-  M-i      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  96.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $7.50. 
Insurance  on  Contents,  $1,115.     Losses  paid,  $70. 


First  floor 


Monday,        Nos.  129-131  Sansome  street.     Wholesale  boot  and  shoe  store. 
17th,  Third  floor  of  five-story  brick  building. 

8.49   A.    M.,     Cause  of  fire,  carelessness  with  benzine. 
Box  37.        Responded  to  by  Company  No.  1. 
In  service  one  hour. 
Covers  spread,  ten. 
Insurance  on  contents,  $165,000.     Losses  paid,  $1,500. 
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Monday,         No.   225   Fulton  street   (rear).      Dwelling.       First  floor  of   two- 
17th,  story  frame  building. 

3.23    P.    M.,     Cause  of  fire,  carelessness  with  matches. 
Box  81.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $i,ooo.     Losses,   $10.     No  claim. 
Losses  on  property  not  insured,  $50. 


Thursday,        Nos.  614-616  Battery  street   (rear).     Machine  shop  and  tin-ware 
20th,  factory.     Second  floor  of  three-story  brick  building. 

9.15    P.    M.,      Cause  of  fire,  defective  plumber's  stove. 
Box  13.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $21,000     Losses  paid,  $50. 
Insurance  on  contents,  $8,736.     Losses  paid,  $75. 

Friday,  No.    280  Twentieth    street.     Chinese    laundry.     Second  floor  of 

21st,  two-story  frame  building. 

1.47    A.   M.,      Cause  of  fire,  carelessness  with  fire, 
'^ox  142.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $20. 

Friday,  No.  217  Eighth  street.     Bakery.     Basement   floor  of  three-story 

21st,  frame  building. 

4.21    A.    M.,      Cause  of  fire,  defective  oven. 

Box  73.         In  service  one  hour  and  twenty  minutes. 
Responded  to  by  Company  No.  2. 
Insurance  on  buildings,  $3,500.     Losses  paid,  $150. 
Insurance  on  contents,  $1,000.     Losses  paid,  $91.70. 

Saturday,         No.    1204  Larkin   street.     Dwelling.      First   floor    of   two-story 
22d,  frame  building. 

7. 5 t    a.   m.,     Cause  of  fire,  children  with  matches. 
Box  138.        Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $15. 

Saturday,        Bryant  street,  near  Second.     Wine  vaults.       Basement    floor  of 
22d,  three-story  brick  building. 

4.40    P.    M.,      Cause  of  fire,  carelessness  with  candle  and  benzine  varnish. 
Box  56.  Responded  to  by  Company  No,  1. 

In  service  forty  minutes. 
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Saturday,        N.    E.  corner  of  Stockton  and  Market   streets.       Drug 
22d,  Basement  floor  of  three-story  frame  building. 

5.40    P.    M.,     Cause  of  fire,  unknown. 

Box  98.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $20,000.     Losses  paid,  8320. 
Insurance  on  contents,  $33,000.     Losses  paid,  $4,475.40. 
Losses  on  property  not  insured,  $10,000. 


Sunday,  Montgomery  and  Broadway  streets.     Hotel. 

23d,  Cause  of  fire,  chimney  burning. 

4.5   a.m.,  Responded  to  by  Company  No.  1. 

Box  18.  In  service  twenty-five  minutes. 


Sunday,  Mechanics'  Institute. 

23d,  Cause  of  fire,  chimney  burning. 

5.35    a.   M.,  Responded  to  by  Company  No.  1. 

Box  46.  In  service  twenty  minutes. 


Tuesday,        No.  904  Laurel  avenue.     Dwelling.     Roof  of   two-story   frame 
25th,  building. 

6.16    P.    M.,     Cause  of  fire,  bricks  falling  from  burning  chimney. 
Box  173.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Insurance  on  buildings,  $800. 


Tuesday,  Montgomery  and  Sutter  streets.     Stores. 

25th,  Cause  of  fire,  chimney  burning. 

9.52    P.    M.,  Responded  to  b\  Company  No.  1. 

Still.  In  service  twenty  minutes. 


Wednesday,      No.  316  Main  street.      Boiler  works.     Second  floor  of  two-story 

26th,  frame  building. 

11.30  P.  M.,     Cause  of  fire,  supposed  carelessness  with  matches. 

Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $170. 

Insurance  on  contents,  $2,000.     Losses  paid,  $180. 
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MARCH. 

Tuesday,         No.  2036  Folsom  street.     Unoccupied.     First  floor  of  one-story 
4th,  frame  building. 

1.39   A.  M.,     Cause  of  fire,  unknown. 
Box  149.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $52.50. 

Saturday,         St.  Louis  alley,   off  Jackson   street.     Restaurant.      Second  floor 
8th,  of  two-story  frame  building. 

2.20    P.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 

Insurance  on  contents,  $1,000.     Losses  paid,  $890. 
Losses  on  property  not  insured,  $500. 

Sunday,  No.  1035  Market  street . 

9th,  False  alarm.     Messenger  wanted. 

11.20  A.  M.,  Responded  to  by  Company  No.  2. 

A.  D.  T.  In  service  twenty  minutes. 


Tuesd 
nth. 

S.40  P.  M 
Box  18 


[ay,        No.  636  Minna  street.     Dwelling. 
Cause  of  fire,  chimney  burning. 
Responded  to  by  Company  No.  2. 
In  service  thirty  minutes. 


Tuesday,        No.  1330  Market  street.     Jewelry  store.    Basement  floor  of  one- 
11th,  story  brick  building.  ' 

9.10  P.  M.,         Cause  of  fire,  supposed  carelessness  with  matches. 
Box  75.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $25. 
Insurance  on  contents,  $1,500.     Losses  paid,  $160. 


Wednesday,    Market  street  corner  of  Powell  street.     Baldwin   Hotel.     Base- 
12th,  ment  floor  of  five-story  brick  building. 

3.40  A.  M.,        Cause  of  fire,  unknown. 

Box  47.  Responded  to  by  Company  No.  2. 

In  service  two  hours. 

Insurance  on  contents,  $17,500.     Losses  paid,  $3,150. 
Losses  on  property  nut  insured,  $ico. 
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Monday,  S.  W.  corner  of  Bryant  and  Fifth  streets  (rear).      Boiler  House 

17th,  and  hard-wood  lumber.     Basement  floor  of  one-story  frame 

4.37  A.  M.,  building. 

Box  186.  Cause  of  fire,  defective  boiler. 

Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Insurance  on  buildings,  $5,900.      Losses  paid,  $398. 

Insurance  on  contents,  $2,000.     Losses  paid,  $350. 

Tuesday,  Nos.  24-26  Jessie  street.     Feed  Mill.     First  floor  of  three-story 

18th,  brick  building. 

9.12  p.  m.,        Cause  of  fire,  supposed  friction  of  machinery. 
9.14  P.  M.,        Responded  to  by  Company  No.  1. 
Still  and  In  service  two  hours  and  twenty  minutes. 

Box  261.         Covers  spread,  six. 

Insurance  on  buildings,  $38,000.      Losses  paid,  $3,191. 
Insurance  on  contents,  $22,500.     Losses  paid,  $785. 
Losses  on  property  not  insured,  $5,000. 

Wednesday,       No.    138   Eddy   street.     Dwelling.       Second  floor    of   two-story 

19th,  frame  building. 

7. 1 1  p.  m.,        Cause  of  fire,  carelessness  with  matches. 
Box  95.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $35. 

Thursday,       No.  408  Sansome  street.     Seed  store.     Basement  floor  of  three- 

20th,  story  brick  building. 

5.50  P.  M.,        Cause  of  fire,  carelessness  with  matches. 
Box  31.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $75. 
Insurance  on  contents,  $3,500.     Losses  paid,  $25. 

Thursday,  No.  328  Montgomery  street.    Office  of  Pacific  Surety  Co.     Second 

20th,  floor  of  five-story  brick  building. 

6.20  p.  m.,         Cause  of  fire,  supposed  carelessness  with  cigarettes. 
Still.  Responded  to  by  Company  No.  1. 

Insurance  on  buildings,  $97,000.      Losses  paid,  $60. 
Losses  on  property  not  insured,  $200. 

Thursday,       No.  1410  Octavia  street.    Dwelling.     Second  floor  of  three-story 
20th,  frame  building. 

9.09  P.  M.,        Cause  of  fire,  incendiary. 
Box  176.         Responded  to  by  Company  No.  2. 

In  service  two  hours  and  thirty  minutes. 

Insurance  on  buildings,  $12,000.     Losses  paid,  $775. 

Insurance  on  contents,  $4,000.     Losses  paid,  $250. 
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Friday,  No.    1 135   Mission  street.     Dwelling    and  grocery   store. 

21st,  floor  of  three-story  frame  building. 

3.35  A.M.,       Cause  of  fire,  unknown. 

Box  183.       Responded  to  by  Company  No.  2. 
In  service  two  hours. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $250. 
Insurance  on  contents,  $1,100.     Losses  paid,  $500. 


First 


Sunday,         No.  367  Natoma  street.     Unoccupied  dwelling.     First  floor  of 
23rd,  two-story  frame  building. 

5.13  A.  m.,       Cause  of  fire,  tramps  smoking  cigarettes. 
Box  64.         Responded  to  by  Company  No.  1, 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $10. 


Sunday,         Nos.  109-111   Geary  street.     Lodging-house.     Second    floor   of 
23rd,  three-story  frame  building. 

7.51  p.  M.,        Cause  of  fire,  unknown. 

Box  43.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  two. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $475. 

Iusurance  on  contents,  $2,300.     Losses  paid,  $265. 

Losses  on  property  not  insured,  $25. 


Tuesday,        Pier  No.  21.     Steuart  st.     Hay  and  feed  barn.     One-story  frame 
25th,  building. 

6.30  p.  M.,        Cause  of  fire,  supposed  pipe  smoking. 
Box  36.         Responded  to  by  Company  No.  1. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  two. 

Insurance  on  buildings,  $10,500.     Losses  paid,  $6,583. 

Insurance  on  contents,  $9,900.     Losses  paid,  $7,298  41. 

Losses  on  property  not  insured,  $3,860. 


Friday,  No.  922  Market  street.     Cigar  store.     First  floor  of  three-story 

28th,  frame  building. 

3.41  A.  M.,        Cause  of  fire,  unknown. 

Box  98.         Responded  to  by  Company  No.  1. 
In  service  one  hour. 

Insurance  on  buildings,  $2,892.     Losses  paid,  $40. 
Insurance  on  contents,  $2,500.     Losses  paid,  $382  50. 
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Sunday,         Nos.  1 120-1 122  Market  street.      Restaurant.     First  floor  of  two- 
30th,  story  frame  building. 

6.19  a.  M.,       Cause  of  fire,  defective  stove  pipe  in  restaurant. 
Box  95.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  five. 

Insurance  on  buildings,  $4,500.     Losses  paid,  $327   50. 

Insurance  on  contents,  $4,000.     Losses  paid,  $260. 


Sunday,  Courtland  avenue  and  Mission  street.     Hay  Barn.     First  floor 

30th,  of  two-story  frame  building. 

3.35  P.  M.,        Cause  of  fire,  supposed  cigarette  smoking. 
Box  284.         Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty-five  minutes. 
Insurance  on  buildings,  $700.     Losses  paid,  $140. 
Insurance  on  contents,  $300.     Losses  paid,  $130. 


Monday,         Hagin  and  Berry  streets.     Saloon.     One-story  frame  building. 
31st,  Cause  of  fire,  incendiary. 

1.50  A.  M.,       Responded  to  by  Company  No.  r. 
Box  53.         In  service  fifty-five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $425. 
Losses  on  property  not  insured,  $200. 


Monday,         Nos.  225-227  Bush  street.     Auction  rooms. 
31st,  four-story  brick  building. 

4.30  P.  M.,        Cause  of  fire,  defective  gas-bracket. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 


Basement  floor  of 


APRIL. 


Wednesday,      Chenery  street,  between  Fairmount  and  Miguel  streets.    Dwelling 

2nd,  First  floor  of  one-story  frame  building. 

7.43  P.  M.,       Cause  of  fire,  incendiary. 
Box  284.        Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $1,900.     Losses  paid,  $880. 

Insurance  on  contents,  $1,200. 
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Dwelling. 


Thursday,        No.  367   Natoma  street, 

3rd,  frame  building. 

1.45  p.  M.,      Cause  of  fire,  defective  chimney. 
Box  64.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $25. 


Second  floor  of  two-story 


Sunday,  No.  625  Geary  street. 

6th,  Cause  of  fire,  chimney  burning. 

9.22  p.  M.,  Responded  to  by  Company  No.  2. 

Box  45.  In  service  twenty  minutes. 


Tuesday,         No.  215  Eighth  street.     Hay  barn.     One-story  frame  building. 

8th.  Cause  of  fire,  supposed  cigarette  smoking. 

7.30  P.  M.,      Responded  to  by  Company  No.  2. 
Box  73.  In  service  thirty  minutes. 

Losses,  $5.     No  claim. 
Losses,  $10.     No  claim. 


Wednesday,      No.  1530  Dolores  street.     Dwelling.     Roof  of  two-story  frame 

9th,  building. 

6.12  P.  M.,        Cause  of  fire,  spark  from  chimney. 
Box  284.         Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,800.     Losses  paid,  $60. 


Thursday,       No.  899  Pine  street.     Rear  dwelling. 
10th,  Cause  of  fire,  wooden  ash  barrel. 

3.45  A.  m„,       Responded  to  by  Company  No.  1. 
Box  132.  In  service  twenty-five  minutes. 

Losses  on  property  not  insured,  $5,  (to  fence.) 


Thursday,       Nos.  105-11 1  Fremont  street.    California  novelty  works. 

ioth,  floor  of  four-story  frame  building. 

?-45  P.  M.,        Cause  of  fire,  spontaneous  combustion  in  wooden  barrel. 
Box  52.  Responded  to  by  Company  No.  1 . 

In  service  two  hours. 
Covers  spread,  thirty-one. 

Insurance  on  buildings,  $3,600.     Losses  paid,  $820. 
Insurance  on  contents,  $13,725.     Losses  paid,  $2,283. 
Losses  on  property  not  insured,  $345. 


Third 
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Friday,  Nos.  18-22  Ellis    street.     Furniture   store.     Basement    floor  of 

nth,  four-story  brick  building. 

7.47  P.  M.,        Cause  of  fire,  unknown. 
Box  98.  Responded  to  by  Companies  Nos.  1  and  2. 

In  service  two  hours. 
Covers  spread,  two. 

Insurance  on  buildings,  $30,000.     Losses  paid,  $295  70. 
Insurance  on  contents,  $52,500.     Losses  paid,  $5,000. 

Saturday,  False  alarm. 

1 2th,  Responded  to  by  Company  No.  1. 

9.13  A.  M.,  In  service  twenty-five  minutes. 
Box  13. 

Monday,  No.  741  Sacramento  street.     Chinese  store.    First  floor  of  two- 
14th,  story  brick  building. 

8.30  p.  M.,  Cause  of  fire,  defective  range. 
Box  25.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  six. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $50. 

Insurance  on  contents,  $16,700.     Losses  paid,  $70. 

Friday,  No.  2824  California   street.     Dwelling.     Second  floor  of  two- 

18th,  story  frame  building. 

8.46  P.  M.,        Cause  of  fire,  wall  paper  falling  on  gas-jet. 
Box  324.         Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $125. 

Sunday,         No.  3  Garden  street.     Stable. 
20th,  Cause  of  alarm,  smoke  issuing  from  building,  boys  exploding  gun 

2.31  P.  M.,  caps. 

Box  154.         Responded  to  by  Company  No.  1. 
In  service  thirty  minutes. 

Sunday,         No.  724  Pacific  st.    Dwelling  in  rear  unoccupied.     Second  floor 
20th,  of  two-story  frame  building. 

9.15  P.  M.,        Cause  of  fire,  tramps  smoking. 
Box  17.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 

Monday,         Mission  street,  between  30th  and  31st  streets.     Stable  in  rear. 
2 1st,  One-story  frame  building. 

8.57  A.  M.,       Cause  of  fire,  children  with  matches. 
Box  284.         Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 
Losses  oh  property  not  insured,  $220. 
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Monday,  Thirteenth  street,  near  Mission  street.     Match  Factory. 

21st,  Cause  of  fire,  chimney  burning. 

7.19  p.  M.,  Responded  to  by  Company  No.  2. 

Box  364.  In  service  thirty-five  minutes. 

Monday,         Nos.  23-31    California   street.     Tent    and  bag  factory.     Third 
21st,  floor  of  three-story  brick  building. 

7.55  P.  M.,        Cause  of  fire,  unknown. 
8.10  p.  m.,        Responded  to  by  Companies  Nos.  1  and  2. 
Still  and  In  service  nine  hours  and  thirty  minutes. 

Box  264.         Covers  spread,  one  hundred  and  eighty-three. 

Insurance  on  buildings,  $32,000.     Losses  paid,  $3,244. 
Insurance  on  contents,  $416,375.     Losses  paid,  $78,167   50. 

Tuesday,  No.  11   Trinity  st.     Plumbers  goods.     Basement  floor  of  three- 

22nd,  story  brick  building. 

II. 5  A.   M.,     Cause  of  fire,  supposed  cigarette  smoking. 
Box  46.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $50. 
Insurance  on  contents,  $3,500.     Losses  paid,  $1,068  93. 

Tuesday,  Montgomery  street,  between  Bush  and  Pine  streets.    Russ  House. 

22nd,  Third  floor  of  three-story  brick  building. 

10.29  P.  M.,     Cause  of  fire,  burning  of  curtain  from  grate  fire. 
Box  35.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 
Insurance  on  contents,  $16,000.     Losses  paid,  $30. 

Saturday,        No.  11  Eddy  street.     Lodging-house.    Second  floor  of  two-story 
26th,  frame  building. 

4.50  a.  M.,        Cause  of  fire,  supposed  rats  and  matches. 
Box  47.  Responded  to  by  Company  No.  I. 

In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $271. 
Insurance  on  contents,  $3,000.     Losses  paid,  $310. 


Sunday, 

False  alarm. 

27th, 

Responded  to  by  Company  No.  1 

II. 19   A.  M., 

In  service  forty-five  minutes. 

Box  156. 

Sunday, 

False  alarm. 

27th, 

Responded  to  by  Company  No.  1 

12.12  P.  M., 

In  service  forty  minutes. 

Box  182. 
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Sunday,  No.  i,\\%  California  street.     Offices. 

•  27th,  Cause  of  fire,  hot  ashes  and  paper  in  iron  barrel. 

12.21  P.  M.,  Responded  to  by  Company,  No.  1. 

Telephone.  In  service  twenty  minutes. 


Sunday,  No.  222  Filbert  street.     Dwelling.     Second  floor  of  three-story 

27th,  frame  building. 

4.33  P.  M.,        Cause  of  fire,  carelessness  with  matches. 
Box  4.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $1,500.     Losses  paid,  $35. 
Insurance  on  contents,  $500      Losses  paid,  $45  90. 


Sunday,         No.  420  Sixth  street.     Lodging-house.     Second  floor  of  three- 
27th,  story  frame  building. 

[O.00  p.  M.,      Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  154.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $60. 
Losses  on  property  not  insured,  $350. 


Monday,  No.   519  Ninth   street.     Dwelling.     Second    floor    of  two-story 

28th,  frame  building. 

3.33  P.  M.,        Cause  of  fire,  incendiary. 
Box  187.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty-five  minutes. 

Covers  spread,  seven. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $447. 

Insurance  on  contents,  $1,500. 

Losses  on  property  not  insured,  $50. 


Tuesday,         Nos.  203-207   Mission  street.     Feed  mill.     First  floor  of  four- 
29th,  story  frame  building. 

5.37  P.  v..,        Cause  of  fire,  friction  of  machinery. 
Box  265.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 


Wednesday,    No.  11  Ash  street.     Dwelling.     One-story  frame  building. 

30th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

11.43  A-  M->     Responded  to  by  Company  No.  2. 
Box  97.         In  service  forty  minutes. 

Losses  on  property  not  insured,  $200. 
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Wednesday,    No.  1225   Bush  street.     Dwelling.     Second   floor  of  three-story 
30th,  frame  building. 

5.5   P.   M.,        Cause  of  fire,  unknown. 
Box  134.        Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $600. 
Insurance  on  contents,  $1,500.     Losses  paid,  $435- 


MAY. 


Friday,         No.  252  Beale  street.     Machine  shop.     First  floor  of  two-story 
2d,  frame  building. 

9.15    p.    M.,     Cause  of  fire,  hot  ashes  near  wood  work. 
Box  51 .         Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  twelve. 

Insurance  on  buildings,  $9,900.     Losses  paid,  $1,402. 

Insurance  on  contents,  $51,400.     Losses  paid,  $4,198. 

Saturday,        Nos.  937-941  Market  street.     Fancy  goods  and  crockery.     Base- 
3d,  ment  floor  of  two-story  brick  building. 

10. 5S  p.  M.,     Cause  of  fire,  supposed  incendiary. 
Box  95.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  two  hours  and  thirty  minutes. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $20,000.     Losses  paid,  $3,750. 
Insurance  on  contents,  $59,000.     Losses  paid,  $16,066. 

Sunday,         No.  1124  Folsom  street.     Dwelling.     Second  floor  of  two-story 
4th,  frame  building. 

9.37    P.   m.,     Cause  of  fire,  children  with  matches. 
Box  184.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $833.     Losses  paid,  $5. 

Insurance  on  contents,  $1,000.     Losses  paid,  $42 

Friday,  No.  803  Leavenworth  street.     Dwelling 

9th,  Cause  of  fire,  chimney  burning. 

11.50  A.  M.,  Responded  to  by  Company  No.  2. 

Box  372.  In  service  twenty  minutes. 
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Wednesday,      No.   310  Grant  avenue.     Saloon.      Second  floor   of  two-story 

14th,  frame  building. 

I.30   A.  M„     Cause  of  fire,  supposed  sparks  from  chimney. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,833.     Losses  paid,  $135. 
Insurance  on  contents,  $2,250.     Losses  paid,  $60. 

Wednesday,      No.  610  Shotwell  street.     Dwelling.     Second  floor  of  two-story 

14th,  frame  building. 

7.13  A.    M.,     Cause  of  fire,  hot  stove  cover  placed  on  kindling  wood. 
Box  147.        Responded  to  by  the  Captain. 
In  service  one  hour. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $32.50. 
Insurance  on  contents,  $2,000.     Losses  paid,  $7.50. 


Thursday, 

I5th, 

2.45    P.    M. 

Box  25. 


Baker  alley,  near  Dupont  street.     Unoccupied  dwelling. 

floor  of  three-story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  :l . 
In  service  forty  minutes. 
Insurance  on  buildings,  $6,500.     Losses  paid,  $14. 


Second 


Saturday,        Nos.    307-309    Montgomery    avenue.     Paint    shop.     Basement 
17th,  floor  of  three-story  frame  building. 

3.18    P.   M.,     Cause  of  fire,  spontaneous  combustion. 
Box  9.  Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $7. 
Insurance  on  contents,  $1,000.     Losses  paid,  $300. 

Monday,         No.    1108   Market  street.     Fancy   goods  store.     First   floor   of 
19th,  four-story  frame  building. 

9.42    P.   M.,     Cause  of  fire,  supposed  carelessness  with  wax  taper. 
Box  95.         In  service  two  hours. 
Covers  spread,  two. 

Insurance  on  buildings,  $40,000.     Losses,  $50.     No  claim. 
Insurance  on  contents,  $6,000.     Losses  paid,  $1,152. 

Tuesday,         No.  8  Sixth  street.     Photograph  parlors.     Second  floor  of  two- 

20th,  stoiy  frame  building. 

7.4   P.   M.,     Cause  of  fire,  unknown. 
Box  95.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  contents,  $1,800.     Losses  paid,  $85. 

Losses  on  property  not  insured,  $250. 
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Wednesday,     S.  W.  corner   of  Howard  and   Eleventh  streets.     Dwelling  and 

21st,  bakery.     First  floor  of  two-story  frame  building. 

5.55    p.    M.,     Cause  of  fire,  boiling  over  kettle  of  fat. 
Box  71.         Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $837. 
Insurance  on  contents,  $1,500.     Losses  paid,  $800. 

Friday,  No.    171    Minna  street.     Dwelling.     Second  floor  of  two-story 

23d,  frame  building. 

8.30    P.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $700.     Losses  paid,  $13.75. 
Insurance  on  contents,  $1,000.     Losses  paid,  $63. 

Saturday,       No.  230  Linden  avenue.     Dwelling.     Second  floor  of  two-story 

24th,  frame  building. 

9.9   a.m.,       Cause  of  fire,  children  with  matches. 
Box  81.         Responded  to  by  Company  No.  2. 
In  service  one  hour. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $10. 
Losses  on  property  not  insured,  $10. 


Saturday,        No.  14  Virginia  Place.     Dwelling.     Second  floor    of   two-story 
24th,  frame  building. 

12.37  P.  M.,     Cause  of  fire,  defective  Chinese  range. 
Box  25.         Responded  to  by  Company  No.  I. 
In  service  two  hours. 
Covers  spread,  thirteen. 

Insurance  on  buildings,  $4,500.     Losses  paid,  $2,325. 
Insurance  on  contents,  $1,700.     Losses  paid,  $589. 

Tuesday,  Dupont  and  Jackson  streets.     Chinese  lodging-house. 

27th,  Cause  of  fire,  chimney  burning. 

7.17    p-    M.,  Responded  to  by  Company  No.  I. 

Box  25.  In  service  twenty-five  minutes. 

Tuesday,        No.  1234  Market  street.     Toys  and  fancy  goods.     First  floor  of 
27th,  two-story  brick  building. 

8.14    p.   m.,     Cause  of  fire,  unknown. 

Box  95.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  thirty. 

Insurance  on  buildings,  $27,000.     Losses  paid,  $1,840. 
Insurance  on  contents,  $94,250.     Losses  paid,  $34,775. 
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Tuesday,        Nos.  407-409  Commercial  street.     Shoe  factory.     Third  floor  of 
27th,  three-story  brick  building. 

8.33    P.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  31.         Responded  to  !:y  Company  No.  1. 

In  service  two  hours  and  ten  minutes. 

Covers  spread,  forty-eight. 

Insurance  on  buildings,  $5,500.     Losses  paid,  $2,525. 

Insurance  on  contents,  $13,250.     Losses  paid,  $7,319. 

Losses  on  property  not  insured,  $650. 

Wednesday,      Nos.  413-415   Market  street.     Printing  office.      Third    floor  of 

28th,  three-story  brick  building. 

12.12  P.  m.,     Cause  of  fire,  defective  smoke  stack. 
Box  37.         Responded  to  by  Company  No.  1. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $12,030.     Losses  paid,  $45. 
Insurance  on  contents,  $13,000.     Losses  paid,  $50. 

Thursday,       No.  708   Clementina  street.     Dwelling  in  rear.     First  floor  of 
29th,  three-story  frame  building. 

12.16  A.  M.,     Cause  of  fire,  supposed  carelessness  with  cigarette. 
Box  73.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $25. 
Insurance  on  contents,  $500. 

Thursday,      Nos.   1314-1318  Valencia  street.     Unoccupied  dwelling.     Roof 
29th,  of  three-story  frame  building. 

4.29   p.   m.,     Cause  of  fire,  defective  stove,  belonging  to  tin-roofers. 
Box  274.         Responded  to  by  the  Captain. 
In  service  two  hours. 
Insurance  on  buildings,  $8,450.     Losses  paid,  $3,225. 

Thursday,  Nos.  17-19  Sansome  street.     California  Jewelry  Co. 

29th,  Cause  of  fire,  fumigating  cellar,  next  door. 

7.40    p.    M.,  Responded  to  by  Company  No.  I. 

Still.  In  service  twenty-five  minutes. 


Friday,  No.    721   Geary   street.      Dwelling.      Roof  of  two-story  frame 

30th,  building. 

1.20  A.  M.,  Cause  of  fire,  sparks  from  chimney. 
Still  and  Responded  to  by  Company  No.  1. 
Box  372.       In  service  forty  minutes. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $15. 
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Friday, 

30th, 

10.45  p-  M- 

Box  182. 


Saturday, 
3ist, 

2.4O   A.    M., 

Box  281. 


South  end  of  Sixth  and  Bridge  streets.     Unoccupied  dwelling. 

One-story  frame  building. 
Cause  of  fire,  incendiary. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $500. 

Honduras  street,  South    San    Francisco.       Stable.      One-Story 

frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  the  Captain. 
In  service  three  hours. 

Insurance  on  buildings,  $3,151.  Losses  paid,  $3,151. 
Insurance  on  contents,  $3,600.  Losses  paid,  $1,350. 
Losses  on  property  not  insured,  $7,273. 


JUNE. 


Tuesday, 
3d, 

2.6  A.  M. 

Box  78. 


Tuesday, 
3d, 

I.20  P.   M., 

Still. 


Wednesday, 

4th, 

1.45    P.    M., 

Box  275. 

Wednesday, 
4th, 

10.26  P.  M., 

Still. 


Nos.    203-205  Ninth    street.     Tobacco  factory.      First  floor  of 

two-story  frame  building. 
Cause  of  fire,  defective  dry  room. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  one. 
Losses  on  building  not  insured,  $300. 
Insurance  on  contents,  $3,000.     Losses  paid,  $1,520. 

No.   324   Ritch  street.     Dwelling.     Second  floor    of  two-story 

frame  building. 
Cause  of  fire,  carelessness  with  candle. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $600.     Losses  paid,  $40. 
Insurance  on  contents,  $200.     Losses  paid,  $50. 

Chattanooga  street,  between  twenty-first  and  twenty-second. 

Cause  of  fire,  burning  brush. 

Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

No.  47  Jessie  street.     Dwelling  in    rear.     Second   floor  of  two- 
story  frame  building. 
Cause  of  fire,  children  with  matches. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Insurance  on  buildings,  $400.     Losses  paid,  $10. 
Losses  on  propeity  not  insured,  $50. 
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Friday,  No.  106  Gilbert  street.     Dwelling  in  rear.     Second  floor  of 

6th,  story  frame  building. 

9.57    P.   M.,     Cause  of  fire,  drunkenness. 
Box  154.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 


Saturday,        Nos.  8  and  10  Stevenson  street.     Feed  mill. 

7th,  Cause  of  fire,  sparks  from  smoke  stack,  old  rubbish  in  yard. 

6.30    P.   M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 


Saturday,        No.  1919  Howard  street.     Dwelling.     Second  floor  of  two-story 
7th,  frame  building. 

9.50   p.   M.,     Cause  of  fire,  upsetting  coal  oil  lamp. 
Box  146.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  contents,  $400.     Losses  paid,  $13.75. 


Tuesday,        Nos.   18-20  Sutter  street.     Toy  store    rooms.     Fourth  floor  of 
loth,  four-story  brick  building. 

4.30   A.  M.,     Cause  of  fire,  unknown. 
4.38   A.  M.,     Responded  to  by  Companies  Nos.  1  and  2. 
Still  and         In  service  six  hours  and  thirty  minutes. 
Box  35.         Covers  spread,  one  hundred  and  four. 

Insurance  on  buildings,  $50,000.     Losses  paid,  $1,748. 
Insurance  on  contents,  $336,350.     Losses  paid,  $33,828.73. 

Tuesday,        No.    827    Twentieth    street.      Dwelling.      Roof  of  three-story 
icth,  frame  building. 

I. IO    P.    M.,      Cause  of  fire,  sparks  from  chimney. 
Box  142.         Responded  to  by  the  Captain. 
In  service  fifty  minutes. 
Insurance  on  buildings,  $2,500. 


Thursday,       No.  719  Willow  avenue.     Dwelling.     Second  floor  of  two-story- 

12th,  frame  building. 

2.7  p.   M.,       Cause  of  fire,  children  with  matches. 
Box  173.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $300.     Losses  paid,  $260. 

Insurance  on  contents,  $1,825.     Losses  paid,  $214.50. 
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Thursday,        No.   428    Hayes  street.     Dwelling.      Second    floor  of  two-story 
1 2th,  frame  building. 

7.56  p.  m.,        Cause  of  fire,  sparks  from  chimney. 
Box  81.  Responded  to  by  Company  No.  2. 

In  service  one  hour. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $17.50. 
Insurance  on  contents,  $500.     Losses  paid,  $98. 


Friday, 

12.42  P.  M. 
Box  51. 


Friday, 

13th, 

2.21  P.  M., 

IO.49  P.  M. 

Box  53, 

2d  alarm. 


No.  308  Folsom  street.     Dwelling  in  rear.     Roof  of  two-story 

frame  building. 
Cause  of  fire,  sparks  from  smoke-stack. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  buildings,  $150.     Losses  paid,  $20. 

King  street,  between  Second  and  Third  streets.      Pacific  oil  and 

lead  works.     Third  floor  of  four-story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Companies  Nos.  I  and  2. 
In  service  two  hundred  and  fifty  hours. 
Covers  spread,  thirty-five. 

Steam  salvage  pump  worked  ten  days  and  nights. 
Insurance  on  buildings,  $11,699.98.      Losses  paid,  $9,619.79. 
Insurance  on  contents,  $221,740.60.     Losses  paid,  $178,854.80. 
Losses  on  property  not  insured,  $5,310. 


Friday,  No.  1016  Kearny  street.     Dwelling.     One-story  frame  buik 

13th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

IO.58  P.  M.,      Responded  to  by  Company  No.  1. 
Box  17.  In  service  forty  minutes. 

Losses  on  property  not  insured,  $2.50. 


.ng. 


Sunday,  No.  519  Minna  street.     \V 

15th,  building. 

12.12  A.  M.,      Cause  of  fire,  unknown. 

Box  65.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $1,000.     Losses  paid 
Insurance  on  contents,  $1,000.      Losses  paid, 


shed   in  rear.      One-story  frame 


$12. 
$25. 


Sunday,         No.  103  Castro  street.     Stable  in  rear. 
15th,  Cause  of  fire,  children  with  matches. 

2.14  P.  M.,        Responded  to  by  Company  No.  2. 
Box  362.        In  service  one  hour  and  twenty  minutes 
Losses  on  property  not  insured,  $125. 


One-story  building. 
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Tuesday,        Nos.  925-927  Market  street.     Cloak  goods.     First  floor  of  two- 
17th,  story  frame  building. 

8.20  P.  M.,        Cause  of  fire,  gas-jet  in  show  window. 
Box  47.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  eight. 

Insurance  on  buildings,  $4,200.     Losses  paid,  $1,529. 

Insurance  on  contents,  $17,400.     Losses  paid,  $7,510. 

Wednesday,  No.   1314  Howard    street.     Dwelling   and    candy   store.     First 
18th,  floor  of  two-story  frame  building. 

9.57  P.  M.,        Cause  of  fire,  supposed  carelessness  with  matches. 
Box  73.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and   thirty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $682.50. 

Insurance  on  contents,  $1,950.     Losses  paid,  $818.75. 

Thursday,        No.  868  Howard  street.     Harness  shop.     Second  floor  of  two- 
19th.  story  frame  building. 

4.55  P.  M.,        Cause  of  fire,  carelessness  with  cigarettes. 
Box  64.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $81. 
Losses  on  property  not  insured,  $50. 


Monday,        No.  225  Spear  street.     Wood  working  mill.     First  floor  of  two- 
23rd,  story  frame  building. 

3.28  P.  M.,        Cause  of  fire,  upsetting  of  glue  pot  lamp. 
Box  39.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 

Monday,        No.  2827  Jackson  street.     Dwelling  in  rear.     One-story  frame 
23rd,  building. 

4.40  p.  M.,        Cause  of  fire,  carelessness  with  matches. 
Box  324.        Responded  to 'by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $1,200.     Losses,  $300,  not  insured. 

Thursday,        No.  723   Sacramento  street,   rear.     Chinese  goods.     First   floor 
26th.  of  two-story  frame  building. 

8.58  a.  M.,        Cause  of  fire,  unknown. 

Box  12.  Responded  to  by  Company  No.  I. 

In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $750. 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,300. 
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Friday,  No.    323    Ellis   street.      Dwelling.      Roof  of  two-story   frame 

27th,  building. 

7.15    P.   M.,     Cause  of  fire,  carelessness  with  roofer's  stove. 
Box  96.         Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Covers  spread,  four. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $200. 
Insurance  on  contents,  $6,000. 


Friday,  No.  25  Norfolk  street.     Dwelling.     Second  floor    of  two-story 

27th,  frame  building. 

7.48    A.   M.,      Cause  of  fire,  children  playing  with  lamp. 
Box  79.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $500.      Losses  paid,  $250. 
Insurance  on  contents,  $750.     Losses  paid,  $250. 


Saturday,        Nos.   14-16  Fremont    street.       Shoe  factory.      Fourth    floor  of 
28th,  four-story  brick  building. 

12.2  P.    M.,      Cause  of  fire,  unknown. 

Box  52.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  six  hours  and  ten  minutes. 
Covers  spread,  one  hundred  and  eighty. 
Insurance  on  buildings,  $145,000.     Losses  paid,  $8,147.50. 
Insurance  on  contents,  $162,500.     Losses  paid,  $22,962.99. 
Losses  on  property  not  insured,  $6,080. 


Sunday,         No.  545  California  street.     Shirt  factory.      Second  floor  of  two- 
29th,  story  frame  building. 

10. 1   A.    M.,      Cause  of  fire,  incendiary. 

Box  12.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $125. 
Losses  on  property  not  insured,  $200. 


Monday,         No.    827   Vallejo    street.     Dwelling.     Roof  of   two-story  frame 
30th,  building. 

3.36    A.   M.,      Cause  of  fire,  fireworks. 

Box  14.         Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 
Losses,  $10.     No  claim. 


[       42       ] 

Monday,        No.  9  Ross    alley.     Hardware  store.     First  floor   of   two-story 
30th,  brick  building. 

5.46   a.m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  one  hour. 

Insurance  on  buildings,  $2,600.     Losses  paid,  $400. 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,840. 
Losses  on  property  not  insured,  $200. 

Monday,,       No.  733  Market  street.     Waldo  House,  lodgings.     Second  floor  of 
30th,  four-story  brick  building. 

12.28  p.  M.,     Cause  of  fire,  boiling  varnish. 
Box  98.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  contents,  $2,000.     Losses,  $10.     No  claim. 


ULY. 


Tuesday,         Nos.    716-722   Washington  street.     Dwelling.     Second  floor  of 
1st,  four-story  brick   building. 

8.41  A.  M.,        Cause  of  fire,  children  with  matches. 
Box  21.  Responded  to  by  Company  No.  I. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $7,000.     Losses  paid,  $41. 
Losses  on  property  not  insured,  $100. 

Tuesday,        No.  548  Mission  street.     Candy  factory.     One-story   frame  and 
1st,  brick  building. 

6.53    P.  M.,     Cause  of  fire,  unknown. 

Box  52.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $110. 
Insurance  on  contents,  $1,000.     Losses  paid,  $414.50. 


Thursday,       Nos.  1228-1234  Market  street.     Dress-making  rooms.     Second 
3d,  floor  of  two-story  brick  building. 

12.40  A.  K.t     Cause  of  fire,  unknown. 

Box  95.  Responded  to  by  Company  No.  2. 

In  service  one  hour. 
Covers  spread,  ten. 

Insurance  on  buildings,  $27,000.     Losses  paid,  $735. 
Insurance  on  contents,  $900.     Losses  paid,  $634. 
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Thursday,  Guerrero  and  Twenty-first  streets.     Grass  burning. 

3d,  Cause  of  fire,  fireworks. 

6.9   P.    M.,  Responded  to  by  the  Captain. 

Box  142.  In  service  one  hour. 


Thursday,       No.  34  Hawthorne  street.     Dwelling.     Roof  of  two-story  frame 
3d,  building. 

6.55    p.   M.,     Cause  of  fire,  chimney  burning. 
Box  67.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 


Friday,  No.    1202    Union   street.     Dwelling.     Roof  of  one-story    frame 

4th,  building. 

10.5  A.    M.,     Cause  of  fire,  fireworks. 

Box  123.       Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Insurance  on  buildings,  $1,000.     Losses,  $5.     No  claim. 


Friday, 

4th, 

3.56    P.    M. 

Box  25. 


Dupont  and  Clay  streets.     Chimney  burning. 
Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 


Friday,  Stockton  and  Sutter  streets.     Grass  burning. 

4th,  Cause  of  fire,  fireworks. 

4.40    P.    M.,  Responded  to  by  Company  No.  1. 

Box  45.  In  service  twenty-five  minutes. 


Friday,  No.   627   Green  street 

4th,  frame  building. 

8.32  P.  M.,        Cause  of  fire,  fireworks. 

Box  8.  Responded  to  by  Company  No 

In  service  fifty  minutes. 
Covers  spread,  five. 
Insurance  on  buildings,  $1,600 
Insurance  on  contents,  $1,000. 


Dwelling   in    rear.     Roof   of  two-story 


Losses  paid, 
Los-es  paid, 


$150. 
$40. 


Friday,  Polk  and  Clay  streets.      Brush  burning. 

4th,  Cause  of  fire,  fireworks. 

9.2  P.  M.,  Responded  to  by  Company  No.  2. 

Box  139.  In  service  twenty-five  mini  us. 
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Friday,  No.  25  Seventh  street.     Paint  shop.     Roof  of  two-story  frame 

4th,  building. 

9.20    P.    M.,      Cause  of  fire,  fireworks. 

Box  75.         Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Insurance  on  buildings,  $500.     Losses  paid,  $23.50. 

Friday,         Brannan  street,  between  Fourth  and  Fifth.     St.  Luke's  Church. 
4th,  Roof  of  one-story  frame  building. 

9.34    P.    M.,     Cause  of  fire,  fireworks. 

Box  68.         In  service  twenty-five  minutes. 
Losses  paid  on  building,  $5. 


Friday,         No.    1425    Post    street.      Dwelling.     Roof  of  two-story   frame 
4th,  building. 

10.55  P.  M.,      Cause  of  fire,  fireworks. 
Box  176.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $4,500.     Losses  paid,  $50. 
Insurance  on  contents,  $3,750. 

Friday,  No.    132    Turk    street.     Dwelling.     Roof    of    two-story    frame 

4th,  building. 

II. 17  P.  M.,     Cause  of  fire,  fireworks. 

Box  93.         Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 
Insurance  on  buildings,  $200.     Losses  paid,  $15. 

Friday,         No.  615   Dupont  street.     Stoie  house.     First  floor  of  two-story 
4th,  brick  building. 

II.53  p-  M->      Cause  of  fire,  incendiary. 

Box  25.         Responded  to  by  Company  No.  1. 
In  service  fifty-live  minutes. 

Insurance  on  contents,  $9,300.     Losses  paid,  $400. 
Losses  on  property  not  insured,  $50. 

Saiurday,       No.   1709   Sutter  street.     Dwelling.     Roof  of  two-story  frame 
5th,  building. 

12.30  A.  M.,     Cause  of  fire,  fireworks. ' 
Box  213.  Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 
Insurance  on  buildings,  $1,667.     Losses  paid,  $i6c. 
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Saturday,        No.    1642    Polk  street.     Dwelling.     Roof  of  three-story  frame 

5th,  building. 

1.26    A.   M.,      Cause  of  fire,  fireworks. 
Box  164.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Covers  spread,  two. 
Insurance  on  buildings,  $12,500.     Losses  paid,  $85. 


Saturday,       No.  70   Shipley  street.     Dwelling.     Second    floor  of   two-story 
5th,  frame  building. 

2.51  A.    M.,     Cause  of  fire,  fireworks. 
Box  158.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $300. 
Losses  on  property  not  insured,  $100. 


Saturday,        No.  522  Mission  street.     Hay  barn.     Two-story  frame  building. 
5th,  Cause  of  fire,  supposed  fireworks. 

3.23   A.    M.,     Responded  to  by  Company  No.  1. 
Box  52.         In  service  one  hour  and  ten  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $3,900.  Losses  paid,  $1,340. 
Insurance  on  contents,  $2,600.  Losses  paid,  $2,016. 
Losses  on  property  not  insured,  $1,350. 


Saturday,        Nos.  167-169  Harrison  st.     Dwelling.     Roof  of  two-story  frame 
5th,  building. 

7.34    A.    M.,      Cause  of  fire,  fireworks. 
Box  154.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
•  Insurance  on  buildings,  $3,000.     Losses  paid,  $200. 


Saturday,        Nos.   719-721  Montgomery   street.     Clothing  store.     First  floor 
5th,  of  three-story  brick  building. 

1 1. 1 5  P.    M.,      Cause  of  fire,  supposed  carelessness  with  cigar. 
Box  21.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  one. 

Insurance  on  building-,  $10,000.     Losses  paid,   $120. 

Insurance  on  contents,  $4,350.     Losses  paid,  $1,125. 
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Sunday,         Nos.  132-136  Third  street.     Hat  store.     Basement    floor  of  one- 
6th,  story  frame  building. 

10.50  A.  M.,     Cause  of  fire,  incendiary. 

Box  61.  Responded  to  by  Company  No.  1. 

In  service  four  hours. 

Insurance  on  buildings,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $6,239.     Losses  paid,  $3,541. 
Losses  on  property  not  insured,  $700. 

Sunday,  No.    19  Heron   street.     Dwelling.     Second   floor   of  two-story 

6th,  frame  building. 

1 1. 17  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  153.        Responded  to  by  Company  No.  2. 
In  service  twenty  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $150. 
Losses  on  property  not  insured,  $75. 

Sunday,         Corbett  road   ancT  Hattie  street.     Grocery,  hall   and  dwelling. 
6th,  Basement  floor  of  two-story  frame  building. 

11.36  P.  M.,     Cause  of  fire,  unknown.  • 

Box  367.        Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 
Insurance  on  buildings,  $3,250.     Losses  paid,  $3,050. 
Insurance  on  contents,  $2,500.     Losses  paid,  $2,336. 
Losses  on  property  not  insured,  $1,550. 

Monday,        No.  14  Union   Place.     Lodging-house.     Second   floor  of  three- 

7th,  story  frame  building. 

3.1    i'.    M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  9.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $1,500.     Losses  paid,  $15. 
Insurance  on  contents,  $1,000.     Losses  paid,  $15. 

Wednesday,     No.  916  Washington    street.     School   rooms.      Third    floor   of 

9th,  three-story  frame  building. 

8.10    p.    M.,     Cause  of  fire,  sparks  from  stove. 
Box  24.         Responded  to  by  Company  No.  1. 
In  service  one  hour. 
Insurance  on  buildings,  $11,500.     Losses  paid,  $27.40. 

Saturday,       Bay  street,  between  Powell  and  Mason  streets.     California  Wire 
I2th,  Works.     Roof  of  one-story  frame  building. 

9.28    A.   M.,      Cause  of  fire,  sparks  from  smoke  stack. 
Box  192.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses,  $5.     No  claim. 
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Thursday,       Nos.  226-228   Washington   street.     Cigar  store.     First   floor  of 

12th,  two-story  brick  building. 

6.8    P.    M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  27.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  one. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $50,000.     Losses  paid,  $50. 
Insurance  on  contents,  $25,500.     Losses  paid,  $500. 


Sunday,         Nos.  211 -213    Clay  street.     Smoke    house  in    rear.     One-story 
13th,  brick  building. 

3.30    P.    M..     Cause  of  fire,  defective  smoke  house. 
Box  19.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $500. 


Sunday,  Nos.  867-869  Market  street.     Restaurant.     First  floor   of  four- 

13th,  story  frame  building. 

7.14    P.    M.,     Cause  of  fire,  burning  flue.     Needless  alarm. 
Box  47.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 


Monday,         No.  m  Van  Ness  avenue.     Carpenter  shop  in  rear.     First  floor 
14th,  of  two-story  frame  building. 

4.10    P.    M.j     Cause  of  fire,  burning  brush. 
Box  81.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $150. 


Tuesday,  No.    234  Herman  street.     Dwelling.     Basement  floor   of  two- 

15th,  story  frame  building. 

5.29    P.    M.,     Cause  of  fire,  children  with  matches  in  lot  of  old  rags. 
Box  382.        Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 


Wednesday,     No.  218  Fourth  street.     Wood   shed  in   rear.     One-story  frame 

1 6th,  building. 

5.5  P.  m.,       Cause  of  fire,  children  with  matches. 
Box  157.         Responded  to  by  Company  No.   1. 
In  service  twenty-five  minutes. 
Losses,  $5  on  building.     No  claim. 


Thursday.       Nos.  215-219  Bush  street.    Stationery  and  printing  establishment. 
17th,  Fifth  floor  of  live-story  brick  building. 

2.45    a.  M.,     Cause  of  fire,  supposed  defective  gas-heater  under  glue-pot. 
Box  37.  Responded  to  by  Companies  Nos.  1  and  2. 

In  service  two  hours. 
Covers  spread,  thirty-five. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $951. 
Insurance  on  contents,  $224,000.     Losses  paid,  $6,078. 

Thursday,        No.    1309    Minna  street.     Dwelling.     First  floor  of  two-story 

17th,  frame  building. 

11.55  A-  M>>     Cause  of  fire,  defective  stove. 
Box  364.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 
Insurance  on  buildings,  $1,000.     Losses  paid,  $15. 

Thursday,  False  alarm. 

17th,  Responded  to  by  Company  No.  1. 

12.27  p.  M.,  In  service  forty  minutes. 
Box  63. 

Saturday,        No.  237  Twenty-eighth  steeet.     Dwelling.     Basement    floor  of 
■  19th,  one-story  frame  building. 

3.38    P.    M.,     Cause  of  fire,  children  with  matches. 
Box  283.  Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $150. 

Insurance  on  contents,  $1,000.     Losses  paid,  $35. 

Saturday,        Nos.    228-230  Twentieth    street.      Dwelling.     Second    floor  of 
19th,  two-story  frame  building. 

5.30    P.    M.,     Cause  of  fire,  children  with  matches. 
Box  142.         Responded  to  by  the  Captain. 

In  service  two  hours  and  forty  minutes. 
Insurance  on  buildings,  $11,500.     Losses  paid,  $6,399.60. 
Insurance  on  contents,  $3,450.     Losses  paid,  $2,144. 
Losses  on  property  not  insured,  $1,600. 


Sunday,  N.  W.  corner  of  Jackson  and  Dupont  streets.     Lodging-house 

20th,  Third  floor  of  four-story  brick  building. 

2.43    A.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  contents,  $1,400.     Losses  paid,  $333. 
Losses  on  property  not  insured,  $50. 
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Sunday,  No.  1314  Mission  street. 

20th,  Cause  of  fire,  chimney  burning. 

6.23    p.    M.,  Responded  to  by  Company  No. 

Box  71.  In  service  thirty  minutes. 


Monday,        Nos.  608-614  Brannan  street.     Malt  house.     Roof  of  three-story 

2 1st,  brick  building. 

2.4    p.   M.,     Cause  of  fire,  sparks  from  smoke-stack. 
Box  186.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $6,207.85.     Losses  paid,  $585 
Insurance  on  contents,  $7,332.     Losses  paid,  $140. 


Monday,        Nos.  21-23   Stockton   street.     Lodging-house.     Roof  of   three- 
21st,  story  frame  building. 

4.57    P.    M.,     Cause  of  fire,  carelessness  with  cigarettes. 
Box  43.         Responded  to  by  Company  No.  1. 
In  service  one  hour  aud  ten  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $140. 
Losses  on  property  not  insured,  $50. 

Tuesday,        S.  W.  corner  of  Pacific  and  Laguna  streets.     Dwelling.     Second 
22nd,  floor  of  three-story  frame  building. 

8.14   A.    M.,      Cause  of  fire,  carelessness  with  plumbers  stove. 
Box  312.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $34,500.     Losses  paid,  $550. 

Friday,  Dolores   and   Fourteenth  streets.     Mattress    factory.     Roof   of 

25th,  two-story  frame  building. 

11.37  A-   M-»     Cause  of  fire,  sparks  from  rag  picker. 
Box  368.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,250.     Losses  paid,  $1,225. 
Insurance  on  contents,  $2,250.     Losses  paid,  $2,155. 
Losses  on  property  not  insured,  $1,451. 


Friday, 

25th, 

9.33     P.     M. 

Box  51. 


False  alarm. 

Responded  to  by  Company  No.  1 

In  service  thirty  minutes. 


[     50     ] 

Saturday,        San    'inroad.     Packinghouse.     First  floor  of  two-story  frame 

26th,  building. 

II. 18  A.  M.j     Cause  of  lire,  boiling  over  kettle  of  fnt. 
Box  281.         Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $2,000. 
Insurance  on  contents,  $19,375.     Losses  paid,  $17, 337. 
Losses  on  property  not  insured,  $2,945. 

Saturday,  False  alarm. 

26th,  Responded  to  by  Company  No.  2. 

11. 3    P.    M.,  In  service  fifty  minutes. 
Box  368. 

Sunday,  False  alarm. 

27th,  Responded  to  by  Company  No.  r. 

4.47    a.   m.,  In  service  forty  minutes 
Box  67. 


Sunday,  No.  920  Clay  street .     Dwelling.     One-story  frame  building. 

27th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

6.57    a.   M.,     Responded  to  by  Company  No.  I. 
Box  24.         In  service  one  hour  and  fifteen  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $325. 
Losses  on  property  not  insured,  $700. 

Sunday,  No.  430  Pine  street.     Fancy  goods.     Second  floor  of  two-story 

27th,  brick  building. 

8.31    P     M.,     Cause  of  fire  unknown. 

Box  12.         Responded  to  by  Company  No.  1 . 
In  service  forty  minutes. 
Insurance  on  contents,  $7,000.     Losses  paid,  $90. 

Sunday,  No.  14   Rausch    street.     Dwelling.     Second  floor   of  two-story 

27th,  frame  building. 

8.38    P.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  73.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  contents,  $500.     Losses  paid,  $6.50. 

Monday,        No.  10  Stevenson  street.      Wood  turning  establishment  (rear). 
28th,  Roof  of  four-story  brick  building. 

10.30  p.  M.,     Cause  of  fire,  spark  from  smoke-stack. 
Box  261.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  en  contents,  $5.     No  claim. 
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Tuesday,        Nos.  614-616   Ca':  I  (welling  (in  rear).     One-story 

29th,  frame  building. 

12. 16  a.  m.,     Caase  of  fire,  unknown. 

Box  12.         Responded  to  by  Companj    No.  1. 

In  service  forty  minutes. 

Insurance  on  buildings,  $100.     Losses  paid,  $100. 

Tuesday,  No.  1725  Market  street  (rear). 

29th,  Cause  of  fire,  tramps  smoking. 

12.46  a.  M.,  Responded  to  by  Company  No.  2. 

Box  84.  In  service  fifty  minutes. 

Tuesday,         No.  919  Dolores  street.     Milk  stable  (in  rear).     First    floor  of 
29th,  two-story  frame  building. 

1. 15    A.    M.,     Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  237.         Responded  to  by  the  Captain. 

In  service  two  hours  and  fifteen  minutes. 
Insurance  on  buildings,  $12,600.     Losses  paid,  $1,258. 
Insurance  on  contents,  $2,125.     Losses  paid,  $1,223. 
Losses  on  property  not  insured,  $150. 

"Wednesday,     Nos.    632-634  Jackson   street.      Chinese    club    rooms.     Second 

30th,  floor  of  two-story  brick  building. 

•6.23    p.    M.,     Cause  of  fire,  unknown. 

Box  25.         Responded  to  by  CompanyJNo.  1. 

In  service  two  hours  and  ten  minutes. 

Covers  spread,  thirty. 

Insurance  on  contents,  $9,700.     Losses  paid,  $1,797- 

Losses  on  property  not  insured,  $1,300. 

Thursday,  No.  1237  Market  street.     Hay  in  back  yard. 

31st,  Cause  of  fire,  supposed  carelessness  with  cigarettes. 

2.38   P.    m.,  Responded  to  by  Company  No.  2. 

Box  76.  In  service  fifty  minutes. 


AUGUST. 


Friday,  South  San  Francisco.     Slaughter-house.    One-story  frame  build- 

ist,  ing. 

12.40  A.  M.,     Cause  of  fire,  supposed  pipe  smoking. 
Box  281.        Responded  to  by  the  Captain. 
In  service  three  hours. 

Insurance  on  contents,  $4,000.     Losses  paid,  $3,930. 
Losses  on  property  not  insured,  $2,188. 
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Monday,        Harrison  and  Sixteenth  streets. 

4th,  Cause  of  fire,  tramps  smoking. 

.12  a.    M.,     Responded  to  by  Company  No.  2. 
Box  148.        In  service  forty  minutes. 

Losses  on  property  not  insured,  $24. 


Wednesday,      No.   825  Broadway.     Dwelling  (in  rear).     First   floor    of   two- 

6th,  story  frame  building. 

3.25    p.  m.,     Cause  of  fire,  incendiary. 

Box  16.         Responded  to  by  Company  No.  I. 
In  service  forty-five  minutes. 

Insurance  on  contents,  $1,400.     Losses  paid,  $25. 
Losses  on  property  not  insured,   $300. 


Friday,         N.  W.  corner  of  Howard  and  Eleventh  streets.     Lodging  house. 
8th,  Second  floor  of  three-story  frame  building. 

4.17    A.    M.,     Cause  of  fire,  carelessness  with  matches. 
Box  78.         Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  twenty-four. 

Insurance  on  buildings,  $3, 7150.  Losses  paid,  $1,425. 
Insurance  on  contents,  $4,350.  Losses  paid,  $1,217. 
Losses  on  property  not  insured,  $1,324. 

Friday,         No.   928  Dolores  street.     Dwelling.     Second  floor  of  two-story 
8th,  frame  building. 

9.40    P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  237.        Responded  to  by  the  Captain. 
In  service  forty -five  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $50. 
Insurance  on  contents,  $500.     Losses  paid,  $50. 


Friday, 
8th, 

IO.7     P.     M 

Box  286. 


Potrero  Avenue  and  Twenty-fourth  street. 
Cause  of  fire,  grass  burning. 
Responded  to  by  the  Captain. 
In  service  forty-five  minutes. 


Saturday,        No.  5  De  Boom  street.     Dwelling.     Second  floor  of  three-story 
9th,  frame  building. 

4.21    a.   m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  57.  Responded  to  by  Company  No.  I. 

In  service  twenty-five  minutes. 
Insurance  on  buildings,  $3,000.     Losses  paid,  $90. 
Insurance  on  contents,  $1,000.     Losses  paid,  $10. 
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Saturday,        No.  36  Hubbard  street.     Stable.      First  floor  of  two-story  brick 
9th,  building. 

'6.10   P.   m.,     Cause  of  fire,  unknown. 

Box  61.         Responded  to  by  Company  No.  I. 

In  service  one  hour  and  forty-five  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $3,200.     Losses  paid,  $615. 
Insurance  on  contents,  $1,000.     Losses  paid,  $20. 
Losses  on  property  not  insured,  $260. 

Sunday,  Nos.   418-422   Commercial  street.      Bookbinding  establishment. 

10th,  First  floor  of  three-story  brick  building. 

3.45   A.  M.,     Cause  of  fire,  spontaneous  combustion. 
Box  31.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  eleven. 

Insurance  on  building,  $6,000,     Losses  paid,  $215. 

Insurance  on  contents,  $12,850.     Losses  paid,  $1,502. 

Monday,        No.  224  Twelfth  street.     Stable.     Two-story  frame  building, 
nth,  Cause  of  fire,  unknown. 

3.14   p.    m.,     Responded  to  by  Company  No.  2. 
Box  79.  In  service  forty-five  minntes. 

Insurance  on  buildings,  $200.     Losses  paid,  $200. 
Losses  on  property  not  insured,  $250. 

Tuesday,         No.    1006   Valencia    street.     Clothing  store.     Two-story  frame 
12th,  building. 

7.40    A.   M.,     Cause  of  fire,  carelessness  with  matches. 
Box  142.        Responded  to  by  the  Captain. 
In  service  fifty  minutes. 
Losses  on  properly  not  insured,  $5. 

Thursday.       No.  416  O'Farrell  street.     Dwelling  and  grocery.     Second  floor 
14th,  of  two-story  frame  building. 

11.46  a.  M.,     Cause  of  fire,  sparks  from  chimney. 
Box  45.         Responded  to  by  Company  No.  2. 
Ib  service  thirty  minutes. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $95. 
Insurance  on  contents,  $1,000. 

Friday,  No.    2928  Octavia  street.      Unoccupied  dwelling.      One-story 

15th,  frame  building. 

1.42    A.   M.,     Cause  of  fire,  unknown. 
Box  253.        Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $2,925. 

Insurance  on  contents,  $500.     Losses  paid,  $50. 
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Friday,  N.   W.   corner   of  Valencia  and   Twenty-first  streets.     Saloon- 

15th,  First  floor  of  three-story  frame  building. 

8.43    A.  m.,     Cause  of  fire,  carelessness  with  paint. 
Box  142.        Responded  to  by  the  Captain. 
In  service  fifty  minutes. 
Insurance  on  contents,  $500.     Losses  paid,  $25. 

Saturday,       Noe  and   Fifteenth  streets.     Stable.      First   floor   of  two-story 
1 6th,  frame  building. 

11. 10  A.  M„     Cause  of  fire,  burning  brush  adjoining  stable. 
Box  362.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 
Losses,  $25.     No  claim. 

Saturday,       No.  23   Grant   avenue.     Salesroom   of   wearing  apparel.     First 
16th,  floor  of  four-story  brick  building. 

11. 5    p.    M.,     Cause  of  fire,  unknown. 

Box  48.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $125. 
Insurance  on  contents,  $5,000.     Losses  paid,  $26.75. 

Sunday,         Nos.   638-640  Third  street.      Iron    foundry.     One-story   frame 
17th,  building. 

2.55    A.   M.,      Cause  of  fire,  sparks  from  wooden  moulds. 
Box  53.  Responded  to  by  Company  No.  I. 

In  service  one  hour. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $570. 
Insurance  on  contents,  $1,650.     Losses  raid,  $32. 
Losses  on  property  not  insured,  $100. 


Sunday, 
17th, 

4.15     A.     M. 

Box  64. 


False  alarm. 

Responded  to  by  Company  No. 

In  service  twenty-five  minutes. 


Monday,  Sixth  and  Stevenson  streets.     Dwelling. 

18th,  Cause  of  fire,  chimney  burning. 

8.55  P.  M.,  Responded  to  by  Company  No.  1. 

Box  65.  In  service  twenty-five  minutes. 


Monday, 

18th, 

9-57  P-  M. 

Box  73. 


False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty  minutes. 
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Tuesday,        No.  238  Fremont    street.     Dwelling.     Roof  of  two-story  frame 
19th,  building. 

10.32  A.  jr.,      Cause  of  fire,  old  rags  on  roof. 
Box  51.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 

Tuesday,        Second   and    Bryant   streets.      Cooper   shop    in    rear.      Second 
19th,  floor  of  two-story  brick  building. 

II.49    p-  M,>     Cause  of  fire,  sparks  from  furnace. 
Box  56.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 
Losses,  $50.     No  claim. 

Wednesday,  False  alarm.  * 

20th,  Responded  to  by  Company   No.  1. 

12.12  A.  M.,  In  service  twenty  minutes. 
Box  56. 

Wednesday,     Gold    street.      Flour    mill.       Fourth    floor  of  four-stury    brick 

20th,  building. 

6.59  A.    M.,     Cause  of  fire,  friction  of  machinery 
Box  18.         Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Covers  spread,   seven. 
Losses,  $50.     No  claim. 

Wednesday,      No,  618  Sacramento  street.     Liquors.     Basement  floor  of  three- 

20th,  story  brick  building. 

2.41    P.    M.,      Cause  of  fire,  carelessness  with  candle. 
Box  21.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Thursday,        Nos.  561-563  Brannan  street.     Lumberyard. 

21st,  Cause  of  fire,  supposed  pipe  smoking. 

2.9    A.    M.,     Responded  to  by  Company  No.  1. 
Box  186.        In  service  one  hour. 

Losses  on  property  not  insured,  $50. 

Thursday,        S.  W.  corner  of  Berry  and  Sixth  streets.     Saloon.     Roof  of  one- 
21st,  story  frame  1-uilding. 

8.46    a.   M.,     Cause  of  fire,  defective  chimney. 
Box  182.        Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  buildings,    $600.     Losses  paid,  $150. 
Insurance  on  contents,  $900.      Losses  paid,  $50. 
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Thursday, 
21st, 

12.20    P.  M. 

Box  275. 


Thursday, 

21st, 

10.25  P.  M., 

Box  31. 


No.  1041  Army  street.     Laundry.     One-story  frame  building. 

Cause  of  fire,  defective  furnace. 

Responded  to  by  the  Captain. 

In  service  two  hours  and  thirty  minutes. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $3,000. 

Insurance  on  contents,  $800.     Losses  paid,  $800. 

Losses  on  property  not  insured,  $2,850. 

No.  520  Sacramento  street.     Restaurant.     First  floor  of  thre 

story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $750. 
Losses  on  property  not  insured,  $50. 


Friday,  False  alarm. 

22d,  Responded  to  by  Company  No. 

1.36  A.  M.,  In  service  forty  minutes. 
Box  184. 


Dwelling.      First    floor   of   two-story 


Friday,  No.  602  Sutter   street. 

22d,  frame  building. 

4.28   A.    M.,      Cause  of  fire,  unknown. 
Box  371.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $1,000. 
Insurance  on  contents,  $2,000.     Losses  paid,  $45. 

Monday,        Nos.  36-40  Mary  street.     Dwellings.     First   floor  of  two-story 
25th,  frame  building. 

4.28    A.   M.,     Cause  of  fire,  unknown. 
Box  159.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  six. 

Insurance  on  buildings,  $12,000.     Losses  paid,  $1,812. 

Insurance  on  contents,  $2,300.     Losses  paid,  $251. 

Losses  on  property  not  insured,  $2,350. 

Monday,        N°-  536  Sixth  street.     Saloon.     First  floor  of  two-story  frame 
25th,  building. 

4.40   A.    M„   •  Cause  of  fire,  unknown. 

Box  154.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $400. 
Insurance  on  contents,  $800.     Losses  paid,  $233. 
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Tuesday, 
26th, 

II.46  P.   M 

Box  159. 


Wednesday, 
27th, 

9.36    A.    M. 

Box  139. 

Wednesday, 

27  th, 

1.39    P.    M. 

Box  154. 


Friday, 

29th, 

9.36  A.  J 

Box  69. 


Sunday, 
3ist, 

2.43     A.   M. 
Box  25. 


Sunday, 

3ist, 

3.50  A.  M. 

Box  371. 


No.  38  Russ  street.     Dwelling.     First  floor  of  two-story  frame 

building. 
Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $35. 
Insurance  on  contents,  $1,200.     Losses  paid,  $325. 

Sutter  and  Hyde  streets.     Dwelling. 
Cause  of  fire,  chimney  burning. 
Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Nos.  19-25  Oak  Grove  avenue.     Dwellings.     Basement  floor  of 

two-story  frame  building. 
Cause  of  fire,  open  stove-pipe  hole  in  chimney. 
Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  sixteen. 

Insurance  on  buildings,  $17,000.  Losses  paid,  $3,710. 
Insurance  on  contents,  $2,600,  Losses  paid,  $1,367.85. 
Losses  on  property  not  insured,  $50. 

No.  120  Silver  street.  Dwelling.  Second  floor  of  two-story 
frame  building. 

Cause  of  fire,  explosion  of  coal  oil  lamp. 

Responded  to  by  Company  No.  I. 

In  service  thirty-five  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $250. 

Losses  on  property  not  insured,  $25. 

No.  731  Jackson  street.  Chinese  stoie.  First  floor  of  two- 
story  brick  building. 

Cause  of  fire,  incendiary. 

Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $5,000,      Losses  paid,  $175. 

Insurance  on  contents,  $1,700.     Losses  paid,  $300. 

N.  W.  corner  of  Post  and  Mason  streets.  Bakery.  First  floor 
of  two-story  frame  building. 

Cause  of  fire,  supposed  defective  flue. 

Responded  to  by  Companies  Nos.  1  and  2. 

In  service  three  hours  and  thirty  minutes. 

Covers  spread,  thirty-one. 

Insurance  on  buildings,  $8,200.     Losses  paid,  $4,625. 

Insurance  on  contents,  $13,650.     Losses  paid,  $2,447. 

Losses  on  property  not  insured,  $500. 
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Sunday,  Nos.  49-63    Bluxome  street.     Wool    scouring   works.     Roof  of 

31st,  two-story  brick  building. 

4.22    P.  M.,      Cause  of  fire,  sparks  from  smoke  stack. 
Box  68.         Responded  toby  Company  No.  1. 
In  service  fifty  minutes. 
Insurance  on  building,  $4,500.     Losses  paid,  $275. 


SEPTEMBER. 


Thursday, 

4th, 

12.47  p.  M. 

Box  15. 

Thursday, 

4th, 

9.26    P.    M., 

Box  96. 


Friday, 
5th, 

3.IO     A.    M. 

Box  5. 


Friday, 
5th, 

4.38     A.    M. 

Box  146. 


Monday, 
8ih, 

IO.55  P.    M. 

Box  19. 


Nos.  3  and  5  Clay  street.     Junk  store.    Roof  of  two-story  frame 

building. 
Cause  of  fire,  sparks  from  chimney. 
Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 

No.  409  Taylor  street.    Stable.    Roofof  cne-story  frame  building. 

Cause  of  fire,  defective  gas-meter. 

Responded  to  by  Company  No.  2. 

In  service  fifty-five  minutes. 

Covers  spread,  two. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $400. 

Insurance  on  contents,  $8,000.     Losses  paid,  $325. 

No.    1000    Battery    street.      Saloon    and    grocery.      One -story 

frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 

Insurance  on  contents,  $3,200.     Losses  paid,  $1,230. 
Losses  on  property  not  insured,  $2,000. 

Nos.  224-226  Fourteenth  street.     Cooper  shop  (in  rear).     One- 
story  frame  building. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Losses,  $10.     No  claim. 

Nos.    309-311    Davis   street.       Pacific  Cold  Storage  Company. 

Second  floor  of  two-story  biick  building. 
Cause  of  fire,  supposed  carelessness  with  matches. 
Responded  to  by  Company  No.  1. 
In  service  two  hours  and  ten  minutes. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $4,300. 
Insurance  on  contents,  $59,025.     Losses  paid,  $6,925. 
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Tuesday,        No.  829  Valencia  street.     Plumbing  shop. 
9th,  story  frame  building. 

12.8  P.  M.,       Cause  of  fire,  carelessness  with  matches. 
Box  142.         Responded  to  by  the  Captain. 
In  service  fifty-five  minutes. 
Losses,  $5.     No  claim. 


First  floor    of  two- 


Tuesday,        No.  1509  Market  street.     Lodging-house.     Second  floor  of  two- 
9th,  story  brick   building. 

4.25    p.    M.,      Cause  of  fire,  carelessness  with  cigarette. 
Box  1S3.  Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $12,500.     Losses  paid,  $10. 
Losses  on  properly  not  insured,  $25. 

Thursday,        No.  2607  Tost  street.     Roof  of  two-story  frame  building. 
nth,  Cause  of  fire,  sparks  from  chimney. 

6.30    A.   M.,      Responded  to  by  the  Captain. 
Box  326.         In  service  one  hour  and   ten  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $100. 

Friday,  No.    824   Kearny    street.     International    Hotel.     First    floor  of 

I2th,  three-story  brick  building. 

1.34   A.  M.,     Cause  of  fire,  unknown. 

Box  17.  Responded  to  by  Company  No,   1. 

In  service  two  hours  and  ten  minutes. 
Insurance  on  buildings,  $40,000.      Losses  paid,  $2,000. 
Insurance  on  contents,  $1,000.     Losses  paid,  $60. 
Losses  on  property  not  insured,  $1,000. 


Saturday,         No.  119  Beale  street.      Machine  shop. 
13th,  building. 

3.54    P.    M.,      Cause  of  fire,  sparks  from  blacksmith' 
Box  265.         Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Losses,  $5.     No  claim. 


Roof  of  one-story  frame 
forge. 


Saturday,        No.  415    First    street.     Dwelling.      Third    floor  of  three-story 

15th,  frame  building. 

[.55    P.    M.,      Cause  of  fire,  painter's  alcohol   lan^p. 
Box  58.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  fifteen. 

Insurance  on  buildings,  $22,500.      I.oss-s  paid.  $760. 

Insurance  on  conUnts,  $17,000.     Losses  paid.  $985.60. 
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Thursday,  No.  1014  Army  street. 

1 8th,  Cause  of  fire,  tree  burning  from 

6.47    P.    M.,  Responded  to  by  the  Captain. 

Box  283.  In  service  fifty  minutes. 


cigarette. 


Saturday, 
20th, 

10. 1    p.    M. 

10.5    P.     M. 
Still  and 
Box  38. 


Monday, 

22d, 

[O.55  P.    M 
Box  95. 


S.  W.  corner  of  Stevenson  and  Second  streets.     Second  floor  of 

four-story  frame  building. 
Cause  of  fire,  rats  and  matches. 
Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  contents,  $2,500.     Losses  paid,  $50. 
Losses  on  property  not  insured,  $100. 

Junction  Market    and  McAllister   streets.     Tailor  shop.     One- 
story  brick  building. 
Cause  of  fire,  carelessness  with  iron-heater. 
Responded  to  by  Company  No.  2. 
In  service  one  hour,  and  forty  minutes. 
Insurance  on  contents,  $5,650.     Losses  paid,  $2,745. 
Losses  on  property  not  insured,  $1,349. 


Wednesday,  Shotwell  and  Twenty-fourth  streets. 

24th,  Cause  of  fire,  burning  tar-kettle. 

8.47    A.   M.,  Responded  to  by  the  Captain. 

Box  231.  In  service  forty-live  minutes. 


Thursday,        Polk  and  McAllister  streets.     Saloon  and  grocery. 
25th,  of  two-story  frame  building. 

1.33    A.   M.,     Cause  of  fire,  supposed  incendiary. 
I!ox  97.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $350.     Losses  paid,  $200. 

Insurance  on  contents,  $1,500.     Losses  paid,  $300. 


First  floor 


Thursday,        N.  E.  corner  Montgomery  avenue    and  Jackson    street.     Kruit 
25th,  store.      One-story  frame  building. 

8.40   A.  M.,     Cause  of  fire,  carelessness  with  gasoline  stove. 
Box  17.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $250. 


Thursday,  Powell  and  Union  streets.     Dwelling. 

25th,  Cause  of  fire,  chimney  burning. 

12. 1    P.  M.,  Responded  to  by  Company  No.  I. 

Box  8.  In  service  thirty-five  minutes. 
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Thursday,       Nos.  114-116  Mission  street.    Machine  shop.    Roof  of  two-story 

25th,  frame  building. 

1.37    P.    M.,     Cause  of  fire,  sparks  from  adjoining  smoke-stack. 
Box  265.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  one. 
Losses,  $10.     No  claim. 


Friday,  False  alarm. 

26th,  Responded  to  by  Company  No.  1. 

6.45    p.    m.,  In  service  twenty-five  minutes. 
Box  35. 


Saturday,        N.    W.  corner    of  Laguna   street    and    Birch   avenue.      Stable. 

27th,  Second  floor  of  two-story  frame  building. 

1.40  A.    M.,     Cause  of  fire,  supposed  tramps  smoking. 
Box  85.         Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $1,000. 
Insurance  on  contents,  $1,500.     Losses  paid,  $15. 

Saturday,  False  alarm. 

27th,  Responded  to  by  Company  No.  1. 

4.30    a.  M.,  In  service  twenty-five  minutes. 
Box  35. 


Saturday,        No.    116  Sixth    street.     Cloak  and    dry  goods.     First    floor  of 
27th,  two-story  frame  building. 

5.30   P.    M.,     Cause  of  fire,  defective  gas  stove. 
Box  65.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  thirteen. 

Insurance  on  contents,  $4,400.  .  Losses  paid,  $1,647. 

Losses  on  property  not  insured,  $800. 


Sunday,         N.  W.    corner  of   Sansome  and    Filbert    streets.     Grocery  and 
28th,  saloon.     First  floor  of  iwo-story  frame  building. 

7.30    p.    M.,     Cause  of  fire,  explosion  of  coal  oil  stove. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 
Insurance  on  buildings,  $2,000. 
Insurance  on  contents,  $2,000.     Losses  paid,  $175. 
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Sunday,         No.  569  Market  street.     Cloak  factory.     Third  floor    of  three- 
28th,  story  brick  building. 

[C.57   P.  M.,      Cause  of  fire,  supposed  incendiary. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Extinguishers  used,  two.      Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $27,750.     Losses  paid,  $25. 
Insurance  on  contents,  $8,500.     Losses  paid,  $2,076. 


OCTOBER 


Thursday,  False  alarm. 

2d,  Responded  to  by  Company  No.  1. 

2.38    P.  M.,  fn  service  twenty  minutes. 
Box  35. 

Friday,         No.  11  }4  Dale  Place.     Dwelling.     Basement   floor  of  two-story 
3d,  frame  building. 

4.5  p.m.,       Cause  of  fire,   incendiary. 
Box  91.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifty  minutes. 
Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  $1,600.     Losses  paid,  $168. 
Losses  on  property  not  insured,  $300. 

Saturday,        No.    2423  California  street.     Dwelling.     First  floor  of  two-story 
4th,  frame  building. 

11.55  A-  M->     Cause  of  fire,  explosion  of  gasoline  stove. 
Box  216.        Responded  to  by  Company  No.   2. 

In  service  one  hour  and  fifteen  minutes. 
Insurance  on  buildings,  $2,250.     Losses  paid,  $50. 
Losses  on  property  not  insured,  $10. 

Saturday,       No.  115  Twenty-sixth  street.     Dwelling.     Second  floor  of  three- 

4th,  story  frame  building. 

8.8  P.  M.,       Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  236.        Responded  to  by  the  Captain. 

In  service  one  hour. 

Losses,  $5.     No  claim. 

Sunday,  Hayes  and  Polk  streets.     Needless  alarm. 

5th,  Cause  of  fire,  steam  escaping  from  pipes. 

9.8   A.    M.,  Responded  to  by  Company  No.  2. 

Box  76.  In  service  forty  minutes. 
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Tuesday, 

7th, 

3-55   p-  m. 

Box  35. 

Tuesday, 
7th, 

9.30     P.     M. 

Still. 


Wednesday, 

8th, 

I  .  14    P.    M. 
Box  96. 


Friday, 

10th, 

I.30  P.  k. 

Box  187. 

Friday, 

IOth, 

9.51   P.  M. 
Box  26;. 


Sunday, 

12th, 
7.48   P.  M. 

Box  72. 


False  alarm. 

Responded  to  by  Company  No. 

In  service  twenty  minutes. 


No.  17  Anthony  street.     Dwelling.     Second   floor  of  two-story 

frame  building. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Covers  spread,  one. 

Extinguishers  used,  one.     Extinguished  by  Chemical  Engine. 
Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  $1,000.     Losses  paid,  $75. 
Insurance  on  contents,  $200.     Losses  paid,  $156. 

No.  205  Taylor  street.     Dwelling  and  office.    Roof  of  two-story 

frame  building. 
Cause  of  fire,  old  rubbish  on  roof. 
Responded  to  by  Companies  Nos.  1  and  2. 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  twenty-one. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $900. 
Insurance  on  contents,  $1,200.     Losses  paid,  $156. 


Bryant  and  Ninth  streets. 
Cause  of  fire,  asphaltum  kettle  in  street. 
Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 


Needless  alarm. 


No.  119  Beale  street.     Machine  shop.     First  floor  of  two-story 

frame  building. 
Cause  of  fire,  defective  forge. 
Responded  to  by  Company  No.  1 . 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  nine. 

Insurance  on  buildings,  $3,430.     Losses  paid,  $995. 
Insurance  on  contents,  $6,570.     Losses  paid,  $1,802.75. 

Nos.  1624-1630  Mission  street.     Stable.    First  floor  of  two-story 

frame  building. 
Cause  of  fire,  supposed  carelessness  with  matches. 
Responded  toby  Company  No.  2. 
In  service  two  hours  and  twenty  minutes. 
Insurance  on  buildings,  $6,750.     Losses  paid,  $3,005. 
Insurance  on  contents,  $3,350.     Losses  paid,  $1,664.50. 
Losses  on  property  not  insured,  $11,264. 
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Monday,  Mission  and  twenty-sixth  streets. 

13th,  False  alarm. 

8.15    P.    M.,  Responded  to  by  the  Captain. 

Box  236.  In  service  forty-five  minutes. 

Tuesday,  False  alarm. 

14th,  Responded  to  by  Company  No.  1 . 

8.32  A.    M.,  In  service  forty  minutes. 
Box  32. 

Tuesday,  False  alarm. 

14th,  Responded  to  by  Company  No.  2. 

5.8    P.  M.,  In  service  one  hour. 
Box  213. 

Tuesday,        No.  235  Fell  street.     Saloon  and  grocery.     First  floor  of  three- 
14th,  story  frame  building. 

10.22  P.  M.,     Cause  of  fire,  incendiary. 

Box  81.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,   $4,200.     Losses  paid,  $975. 

Insurance  on  contents,  $1,100.     Losses  paid,  $100. 

Wednesday,      N.  W.  corner  of  Franklin  and  O'Farrell  stree  ts.     Stable.     One- 

15th,  story  frame  milding. 

4.40    p.    m.,     Cause  of  fire,  children  with  matches. 
Box  179.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $400. 

Thursday,        Nos.  322-324  Front  street.     Oil  store.     Basement  floor  of  two  ■ 
16th,  story  brick  building. 

4.20    P.    M.,     Cause  of  fire,  carelessness  with  matches. 
Box  19.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 
Insurance  on  contents,  $7,000.     Losses  paid,  $25. 

Friday,  No.  141 1  Lyon  street.     Dwelling.     Premises  of  one-story  frame 

17th,  building. 

12.43  A.  M.,     Cause  of  fire,  wooden  ash  barrel. 
Box  325.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $700. 
Losses  on  property  not  insured,  $50. 
Saturday,        No.    205  Webster    street.      Dwelling.      Premises    of  two-story 
1 8th,  frame  building. 

3.53    P.    M.,     Cause  of  fire,  explosion  of  gas-meter  under  front  stoop. 
Box  381.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 
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Saturday,        No.    531     Birch  avenue.     Dwelling.     Roof  of  two-story  frame 
18th,  building. 

4.55    P.    M.,      Cause  of  tire,  spaiks  from  chimney. 
Box  85.  Responded  to  by  Company  No.  2. 

In  service  one  hour. 

Insurance  on  buildings,  $833.     Losses  paid,  $15. 
Losses  on  property  not  insured,  $15. 

Saturday,        Junction  of  Market  and  Sutter  streets.     Restaurant.     First  floor 

18th,  of  two-story  frame  building. 

7    P.    M.,        Cause  of  fire,  defective  range. 
Still.  Responded  to  by  company  No.  1. 

In  service  one  hour  and  five  minutes. 
Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  $7,000.     Losses  paid,  50. 
Insurance  on  contents,  $500.     Losses  paid,  $15. 

Sunday,         No.  3029  Sacramento  street.      Saloon,    grocery   and   dwelling. 
19th,  First  floor  of  two-story  frame  building. 

4.23    p.    M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  324.         Responded  to  by  the  Captain. 

In  service  one  hour  and  fifty  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $70. 

Insurance  on  contents,  $1,500.     Losses  paid,  $300. 


Sunday,         No.  650  Minna  street.     Dwelling   (in    rear).     Premises    of  one- 
19th,  story  frame  building. 

II.45  P.   M->     Cause  of  fire,  unknown. 
Box  183.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty-five  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $8,500.  Losses  paid,  $787. 
Insurance  on  contents,  $1,100.  Losses  paid,  $550. 
Losses  on  property  not  insured,  $674. 

Monday,        No.  1634  Golden  Gate   avenue.     Stable   in  rear.     Second   fioor 
20th,  of  two-story  frame  building. 

6.28   A.   M.,     Cause  of  fire,  carelessness  with  candle. 
Box  247.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,500.     Losses  paid,  $225. 
Insurance  on  contents,  $2,450.     Losses  paid,  $91.65. 
Losses  on  property  not  insured,  $200. 
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Tuesday,         Bryant  street,  near   Second  street.      Wine    vaults.      Second  floor 
21st,  of  three-story  brick  building. 

2.15    P.    M.,      Cause  of  fire,  carelessness  with  candle  ami  benzine  varnish. 
Box  56.  Responded  to  by  Company  No.  I. 

In  service  twenty  minutes. 

Tuesday,        No.  1321  Harrison  street.     Dwelling,     First  floor  of  two-story 

21st,  frame  building. 

9  P.  M.,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

Box  185.        Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Losses,  $10.     No  claim. 

Wednesday,      Sixteenth  street,  between   Folsom  and  Harrison  streets.     Soap 

22d,  factory.     Premises  of  three-story  frame  building. 

1.5S    a.   M.,     Cause  of  fire,  unknown, 
box  148.        Responded  to  by  Company  No.  2. 
In  service  four  hours. 

Insurance  on    buildings,  $9,693.     Losses  paid,  $8,406.60. 
Insurance  on  contents,  $37,773,     Losses  paid,  $34,139. 
Losses  on  property  not  insured,  $10,129. 

Wednesday,      No.  220  Sutter  street.     Jewelry  and  fancy  goods.      Second  floor 
22d,  of  four-story  brick  building. 

7  P.  M.,  Cause  of  fire,  supposed  cigarette  smoking. 

Still.  Responded  to  by  Company  No.  1. 

In  service  four  hours. 
Covers  spread,  one. 

Insurance  on  buildings,  $32,500.     Losses  paid,  $140. 
Insurance  on  contents,  $106,000.     Losses  paid,  $4,062.66. 

Thursday,        No.    133    Perry   street.     Dwelling,    grocery    and    saloon.      First 

23d,  floor  of  two-story  frame  building. 

3.7    A.    M.,      Cause  of  fire,  incendiary. 
Box  63.  Responded  to  by  Company   No.  1. 

In  service  one  hour. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $450. 
Insurance  on  contents,  $500.     Losses  paid,  $47.50. 

Thursday,        N.  W.  corner  of  Fillmore  and  Haight  streets.     Wood  shed  (un- 

23d,  occupied).      Premises  ol  one-story  frame  building. 

5.10    p.    M.,     Cause  of  fire,  boys  with  matches, 
box  382.         Responded  to  by  Company   No.  2. 

In  service  one  hour  and  fifteen  minutes. 
Losses  on  properly  not  insured.  $5. 


[     67     ] 

Thursday,        Telegraph    Kill.       Pavilion.       Premises  of    three-story    frame 
23d,  building. 

5.56    p.    M.,      Cause  of  fire,  unknown. 

Box  7.  Responded  to  by  the  Captain. 

In  service  fifty  minutes. 
Insurance  on  buildings,  $15,000.      Losses  paid,  $110. 

Friday,  No.  2309  Larkin  street.     Dwelling.     Second   floor  of  two-story 

24th,  frame  building. 

1.26    p.  m.,     Cause  of  fire,  defective  chimney. 
Box  123.        Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Covers  spread,  two. 

Insurance  on  buildings,  $1,250.  Losses  paid,  $270. 
Insurance  on  contents,  $500.  Losses  paid,  $70.60. 
Losses  on  property  not  insured,  $25. 

Sunday,         No.  116^2  Fourteenth  street.     Dwelling.      Second  floor  of  two- 
26th,  story  frame  building. 

3    p.  m.,         Cause  of  fire,  carelessness  with  cigarettes. 
Box  364.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Losses,  $25.     No  claim. 
Losses  on  property  not  insured,  $15. 

Sunday,         No.  616   Fulton  street.      Dwelling.      Second  floor    of  two-story 
26th,  frame  building. 

3.24    I'.    M.,      Cause  of  fire,  children  with  matches, 
box  85.  Responded  to  by  Company   No.  2. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $7,500.  Losses  paid,  $120. 
Insurance  on  contents,  $1,150.     Losses  paid,  $425.  . 

Sunday,         No.  523  Second  street.     Dwelling   (in   rear).      Premises  of  two- 
26th,  story  frame  building. 

3.36    p.    M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Pox  57.  Responded  to  by  Company  No.  1. 

In  service  thirty-live  minutes. 
Losses  on  property  not  insured,  $io. 

Tuesday,         Bryant  and  Fourth  streets.      Dry-room.      Premises  of  three-story 
28th,  brick  building. 

■6.25    p.    m.,      Cause  of  fire,  defective  dry-room. 
Pox  63.  Responded  to  by  Company  No.  1. 

In  service  one  hour. 
Losses  on  property  not  insured,  $1,000. 
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Wednesday,      No.  127  Shipley   street.     Dwelling   and  shoe  shop.     Premises  of 

29th,  two-story  frame  building. 

9.30   P.    M.,     Cause  of  fire,  carelessness  with  matches. 
Box  158.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  contents,  $200.     Losses  paid,  $40. 
Losses  on  property  not  insured,  $10. 

Thursday,        S.    W.    corner   of  Mission    and    Ninth    streets.     Dwelling  and 
30th,  barber  shop.     Second  floor  of  two-story  frame  building. 

9.55    A.   M..     Cause  of  fire,  supposed  rats  and  matches. 
Box  183.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  two. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $160. 

Insurance  on  contents,  $1,000.     Losses,  $10.     No  claim. 


NOVEMBER. 


Monday, 
3d, 

2.43     A.    M. 
3.27     A.    M., 

Box  38, 
2d   alarm. 


Monday, 

3d, 

9.38    A.    M. 

Box  27. 


Market  and  Second  streets.     Grand   Hotel.     Basement  floor  of 

four-story  brick  and  frame  building. 
Cause  of  fire,  unknown,  but  supposed  spontaneous  combustion. 
Responded  to  by  Companies  Nos.  1  and  2. 
In  service  six  hours. 

Covers  spread,  one  hundred  and  ninety-seven. 
Insurance  on  buildings,  $25,000.     Losses  paid,  $25,000. 
Insurance  on  contents,  $139,851.     Losses  paid,  $64,377. 
Losses  on  property  not  insured,  $118,150. 

No.  500  Montgomery  street.     Tailor  shop.     First  floor  of  three- 
story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  I. 
In  service  forty  minutes '. 
Covers  spread,  one. 
Losses,  $5.     No  claim. 
Insurance  on  contents,  $750.     Losses  paid,  $40. 


Tuesday, 

4th, 

2.45    A.    M., 

Box  61. 


Natoma  street,   between  Second  and  Third. 

of  one-story  frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $250 


Stable.     Premises 
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Tuesday,        No.    217    Spear   street.     Mill    shop.     First    floor    of   two-story 
4th,  frame  building. 

4.22    P.    M.,     Cause  of  fire,  friction  of  machinery. 
Box  36.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 
Insurance  on  contents,  $4,370.     Losses  paid,  $100. 

Tuesday,  No.  902  Clay  street. 

4th,  Cause  of  fire,  chimney  burning  on  dwelling. 

•9.9  P.  M.,  Responded  to  by  Company  No.  1. 

Box  24.  In  service  thirty  minutes. 

Friday,  False  alarm. 

7th,  Responded  to  by  the  Captain. 

12.6   a.  M.,  In  service  one  hour. 
Box  284. 

Friday,  Bryant  and  Twenty-sixth  streets.     Stable.     Premises  of  one-story 

7th,  v         fra'T.e  building. 

1.45    p.    M.,     Cause  of  fire,  children  with  matches. 
Box  285.         Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $300.     Losses  paid,  $175. 

Insurance  on  contents,  $175.     Losses  paid,  $75. 

Friday,  No.  19  Louisa  street.     Dwelling.     First  floor  of  two-story  frame 

7th,  building. 

7.28    P.    M.,     Cause  of  fire,  carelessness  with  matches. 
Box  157.         Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  buildings,  $1,125.     Losses  paid,  $240. 
Insurance  on  contents,  $600.     Losses  paid,  $140. 

Saturday,        Brannan    street,    between    Seventh    and    Eighth.      Warehouse. 
8th,  Premises  of  one-story  frame  building. 

3.28    P.    M.,     Cause  of  fire,  supposed  tramps  smoking. 
Box  152.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
*    Insurance  on  buildings,  $1,600.     Losses  paid,  $1,000. 

Sunday,         Powell  and  Market  streets.     Baldwin  Hotel.     Basement  floor  of 
9th,  four-story  brick  and  frame  building. 

3.54   A.  M.,      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  47.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Losses  on  property  not  insured,  $150. 
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Monday,        No.  I  Hopeton  Terrace.     Dwelling.     Second  tloor  of  two-story 

ioth,  frame  building. 

5    p.    M.         Cause  of  fire,  explosion  of  gasoline  stove. 
Box  24.         Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $40. 

Losses  on  property  not  insured,  $25. 

Monday,        N.  W.  corner  of  Howard  and  Tenth  streets.     Car  house.     Base, 
ioth,  ment  floor  of  three-story  brick  building. 

5. 11    P.    M.,     Cause  of  fire,  carelessness  with  matches  in  lamp  room. 
Box  71.         Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $50. 

Monday,        No.    1029   Alabama  street.     Dwelling.      Premises    of  one-story 
ioth,  frame  building. 

5.45    P.    M.,     Cause  of  fire,  children  with  matches. 
Box  234.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $500.     Losses  paid  $145. 

Losses  on  property  not  insured,  $50. 

Tuesday,        Market  and   Powell  streets.     Baldwin   Hotel.     Basement   floor 
nth,  of  four-story  brick  and  frame  building. 

12.50  A.  M.,     Cause  of  fire,  supposed  carelessness  with  cigarettes. 
Box  47.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Tuesday,        No.  21 38  Fillmore  street.     Paper-hanging  establishment.     First 
nth,  floor  of  one-story  frame  building. 

1.50   A.   M.,     Cause  of  fire,  defective  stove. 
Box  216.        Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $1,237. 
Insurance  on  contents,  $1,000.      Losses  paid,  $1,000. 

Wednesday,  False  alarm. 

12th,  Responded  to  by  Company  No.  2. 

1.16    p.    M.,  In  service  forty  minutes. 
Box  83. 

Thursday,        Nos.  203-207  Mission   street.      Feed  mill.      Fourth  floor  of  four- 
13th,  story  frame  building. 

8.30    A.    M.,      Cause  of  fire,  sparks  from  smoke-stack. 
Box  265.        Responded  to  by  Company  No.  1 . 
In  service  fifty  minutes. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $30. 
Insurance  on  contents,  $1,666.     Losses  paid,  $30. 
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Thursday,        Nos.  1 1 8- 1 28  Davis  street.    Dry-room  and  cigar  factory.    Fourth 

13th,  floor  of  four-story  brick  building. 

10. 38  P.    M.,      Cause  of  fire,  defective  dry-room  on  fourth  floor. 
10.55  p-  M->     Responded  to  by  Companies  Nos.  1  and  2. 
2d  alarm,         In  service  twenty-four  hours  and  thirty  minutes. 
Box  32.  Covers  spread,  twenty-four. 

Insurance  on. buildings,  §66,500.      Losses  paid,  $35,045. 
Insurance  on  contents,  §338,200.      losses  paid,  $125,399.60. 
Losses  on  property  not  insured,  $10,836. 

Friday,  No.  1 16  Sixth  street.     Dwelling.     First  floor  of  two-story  frame 

14th,  building. 

7.55    P.    M.,     Cause  of  fire,  drunkenness. 
Box  182.         Responded  to  by  Company   No.  1. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $5. 

Saturday,        No.  830  Green  street.     Dwelling.      First  floor  of  two-story  frame 
15th,  building. 

12.33  a.   M.,      Cause  of  fire,  upsetting  coal  oil  lamp. 
Don  8.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and   ten  minutes. 

Insurance  on  buildings,  $6,000.      Losses  paid,  $125. 

Insurance  on  contents,  $1,000.     Losses  paid,  $105. 

Saturday,        No.  636  Market  street.     Restaurant.     First  floor  of  three-story 

15th,  brick  building. 

6.4   p.   M.,      Cause  of  fire,  rats  and  matches. 
Box  48.  Responded  to  by  Company  No.  1. 

In  service  thirty  minutes. 
Insurance  on  contents,  $2,500.      Losses  paid,  $41.50. 

Saturday,        No.    219    Linden  avenue.      Dwelling.        Premises    of    two-story 

15th,  frame  building. 

6.4    P.     M.,      Cause  of  fire,  children  with  matches. 
Box  81.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 
Losses  on  property  not  insured,   $50. 

Sunday,  No.  325  Berry  street.     Hay  barn.      Premises  of  one-story  frame 

16th,  building. 

12.10   P.M..      Cause  of  fire,  unknown. 
Box  156.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $2,500.     Losses  paid,  S95. 
Insurrnce  on  contents,  $3,000.     Losses  paid,  $175. 


Tuesday, 
[8th, 

4.26    1'.     M. 

Box  32. 


False  alarm. 

Responded  to  by  Company   No.  I, 

In  service  twenty  minutes. 


Tuesday.        Devisadero  street,  between  Page  and  Oak  streets.     Unfinished 
18th,  dwelling.     Premises  of  three-story  frame  building. 

5.39    p.   M.,     Cause  of  fire,  plumbers  stove. 
Pox  386.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses,  $5.     No  claim. 


Tuesday, 
iSth, 

IO.43  P.     M., 

Pox  28;. 


No.  417  Twenty-sixth  street.      Chicken-house  in  rear.      Premises 

of  one-story  frame  building. 
Cause  of  fire,  wooden  ash  barrel. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $10. 


Wednesday,      No.   3   Monroe    street.      Dwelling.     Third    floor    of   three-story 
19th  frame  building. 

2.23  A.  M.       Cause  of  fire,  unknown. 
Pox  49.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $205. 

Insurance  on  contents,  $2,000.     Losses  paid,  $240. 

Wednesday,      No.  210    Washington  street,    Lodging  house.     Second    floor  of 
19th,  two-story  frame  building. 

3.3  A.  M.,        Cause  of  fire,  defective  chimney. 
Pox  19.         Responded  to  by  Company  No.  I. 
In  service  fifty  minutes. 

Insurance  on  buildings    $2,500.      Losses  paid,  $195. 
Insurance  on  contents,  $1,000.     Losses  paid,  $20. 

Wednesday,      No.  20  Everett  street.     Dwelling  (in  rear).      Roof  of  two-story 
19th,  frame  building. 

1.58  P.  M.       Cause  of  fire,  sparks  from  chimney. 
Pox  61.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Losses  on  .property  not  insured,  $5. 

Wednesday,  Franklin  and  Bush  streets. 

19th,  Cause  of  fire,  burning  bru.-h. 

5.50  P.  M.,  Responded  to  by  Company  No.  2. 

Pox  135.  In  service  forty  minutes. 
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Thursday,       No.  1106  Broadway.     Dwelling.     First  floor  of  two-story  frame 

20th,  building. 

12.10  A.  M.      Cause  of  fire,  unknown. 
Box  291.         Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $275. 

Insurance  on  contents,  $500.     Losses  paid,  $300. 

Thursday,        No.  321  Davis  street .     Commission  house.     Second  floor  of  two- 

20th,  story  frame  building. 

5.26  P.  M.,       Cause  of  fire,  fumigating  to  kill  bugs. 
Box  19.         Responded  to  by  Company  No.    1. 
In  service  twenty  minutes. 

Thursday,        Hanover  and  Crescent  streets.   Milk  ranch.     Premises  of  one-story 

20th,  frame  building. 

11.38  P.  M.      Cause  of  fire,  supposed  pipe  smoking. 
Box  236.        Responded  to  by  the  Captain. 

In  service  two  hours  and  ten  minutes. 
Losses  on  property  not  insured,  $2,200. 

Friday,  No.  425  Twenty-seventh   street.     Stable   (in  rear).      Premises  of 

21st,  one-story  frame  building. 

3.20    P.    M.,      Cause  of  fire,   children  with  matches. 
Box  2S3.         Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Losses  on  property  not  insured,  $400. 

Friday,  Market  and  Dolores  streets. 

2ist,  Cause  of  fire,  bon-fire. 

6.55    P.    m.,  Responded  to  by  Company  No.  2. 

Box  84.  In  service  fifty  minutes. 

Monday,        No.  4  Washington    street.     Lodging   house.     Second    floor  of 
24th,  two-story  frame  building. 

3.25   A.   M.,      Cause  of  fire,  carelessness  with  cigar. 
Box  19,  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $4,  500.     Losses  paid,   $116. 
Insurance  on  contents,  $250.     Losses  paid,  $125. 

Monday,         No.  244  Eleventh  street.     Dye  works.     First  floor  of  two-story 
24th,  frame  building. 

7.31   A.    M.,      Cause  of  fire,  carelessness  with  benzine. 
Box  79.  Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 

Insurance  on  buildings,  $2,000.      Losses  paid,  $96. 
Insurance  on  contents,  $850.     Losses  paid,  $148. 
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Tuesday,        No.    32   Fourth  street.     Lodging    house.      Roof    of    four-story 

25th,  frame  building. 

1   A.   M.,         Cause  of  lire,  electric  light  wires. 
Box  62.         Responded  to  by  Company  No.  1 . 
In  service  twenty  minutes. 

Tuesday,         No.    745    Mission  street.       Sausage  factory,      Premises  of  one- 
25th,  story  frame  building. 

3.35  A.  m.,       Cause  of  fire,  spontaneous  combustion. 
Box  62.  Responded  to  by  Company  No.    1. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $3,000.     Losses  paid,  $475. 
Insurance  on  contents,  $1,300.     Losses  paid,  $75. 
Losses  on  property  not   insured,  $75. 

Friday,  No.  628  Montgomery  street.     Lodging  rooms.     Third   floor  of 

28th,  four-story  brick  building. 

1.40  a.    M.,     Cause  of  fire,  carelessness  with  candle. 
Box  27.         Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $35,000.     Losses  paid,  $130. 
Losses  on  property  not  insured,  $50. 

Friday,  Fifth  street  and  Railroad  avenue.    Stable.      Second  floor  of  two- 

28th,  story  frame  building. 

6.7   p.   m.,         Cause  of  fire,  supposed  pipe  smoking. 
Box    281.  Responded  toby  the  Captain. 

In  service  two  hours  and  fifty-five  minutes. 
Insurance  on  buildings,  $7,600.     Losses  paid,  $996. 
Insurance  on  contents,  $5,400.     Losses  paid,  $748.70. 

Friday,  No.    3250    Mission    street.      Dwelling.      Premises     of    two-story 

28th,  frame  building. 

6.13  P.   M.,      Cause  of  fire,  explosion  of  coal  oil  stove. 
Box   284.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $5,000.      Losses  paid,  $10. 

Saturday,         Nos.    728-730     Washington     street.       Plumbers     shop   in    rear. 
29th,  Premises  of  one-story  brick  and  frame  building. 

7.53   A.    M.,     Cause  of  fire,  unknown. 

Box  25.  Responded  to  by  Comp.my  No.  1. 

In  service  twenty-five  minutes 
Covers  spread,   four. 

Insurance  on  contents,  $3,200.     Losses  paid,  $506. 
Losses  on  property  not  insured,  $75. 
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Saturday.         No.    1037   Twenty-fourth  street.     Dwelling.      Basement   floor  of 
29th,  one-story  frame  building. 

4.37   P.   M.,       Cause  of  fire,  carelessness  with  candle. 
Pox  274.  Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $750.     Losses  paid,  $10. 

Sunday,         No.  404    Turk    street.     Lodging   house.     Roof  of   three-story 
30th,  frame  building. 

8.5  A.  M.,        Cause  of  fire,  spark  from  chimney. 
Box  91.  Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 

Insurance  on  contents,  $2,000.     Losses,  $5.     No  claim. 
Losses  on  property  not  insured,  $10. 


DECEMBER. 


Monday, 

1st, 

9.53    A.    M. 

Box  386. 


No.  404  Devisadero  street.     Restaurant.     Premises  of  one-story 

frame  building. 
Cause  of  fire,   supposed  boiling  over  kettle  of  fat. 
Responded  toby  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $3,600.  Losses  paid,  $1,175. 
Insurance  on  contents,  $1,750.  Losses  paid,  $368.80. 
Losses  on  property  not  insured,  $50. 


Monday, 

1st, 

8.IO    P.     M 

Box  351. 


No.  911  Sansome  street.     Stable  in  rear.     Second  floor  of  two- 
story  stone  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  twenty  minutes. 
Insurance  on  contents.  $150.     Losses  paid,  $150. 
Losses  on  property  not  insured,  $450. 


Tuesday,  Kentucky    street    and   First    avenue.     Hotel.     Second    floor   of 
2d,  two-story  frame  building. 

6.39    P.    M.,  Cause  of  fire,  explosion  of  coal  oil  limp. 

6.42    P.    M.,  Responded  to  by  the  Captain. 

Boxes  146  In  service  two  hours  and  forty  minutes. 

and  Insurance  on  contents,  $1,500.      Losses  paid,  $1,250. 

"281.  Losses  on  property  not  insured,  $4,000. 


[     76     ] 


Wednesday, 

3d, 

11.22  A.  M., 

Box  84. 


Wednesday, 
3d, 

I.25     P.     M., 

Still. 


Wednesday, 
3d, 

1.35     P.     M., 

Box  46. 


Wednesday, 

3d, 

3.59    P.    M., 

Box  143. 

Thursday, 

41I1, 

7.24    p.    M., 

Box  146. 


Saturday, 
6th, 

[O.55  P.   M. 

Box  45. 


No.  1723  Market  street.     Lodging   house.     Roof  of  three-story 

frame  building. 
Cause  of  fire,  spark  from  chimney. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $160. 
Losses  on  property  not  insured,  $10. 

No.    235    Post    street.     Dentist    rooms.     Premises  of  four-story 

brick  and  frame  building. 
Cause  of  fire,  motive  power  electric  wires. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Insurance  on  contents,  $750.     Losses  paid,  $30. 
Losses  on  property  not  insured,  $100. 

No.   234   Sutter   street.      Drug  store.      Basement   floor  of  three- 
story  brick  building. 
Cause  of  fire,  motive  power  electric  wires. 
Responded  toby  Company  No.  1. 
In  service  fifty  minutes. 

Extinguishers  used,  one.      Extinguished  by  the  Patrol. 
Insurance  on  contents,  $12,500.     Losses  paid,  $29.50. 

Ealse  alarm. 

Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 


Harrison   and   Seventeenth   streets.     Clay   pipe  works.     Prem- 
ises of  one-story  frame  building. 
Cause  of  fire,  explosion,  cause  unknown. 
Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $2,000.  Losses  paid,  $2,000. 
Insurance  on  contents,  $4,000.  Losses  paid,  $4,000. 
Losses  on  property  not  insured,  $13,000. 

No.   528   O'Farrell    street.     Stable    (in    rear).     Second   floor  of 

two-story  frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  2. 
In  service  two  hours. 

Insurance  on  buildings,  $6  000.     Losses  paid,  $415. 
Insurance  on  contents,  $2,800.     Losses  paid,  $302.50. 
Losses  on  property  not  insured,  $280. 
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Monday, 
8th, 

1.8    A.M. 

Box  95. 


Monday, 
8th, 

8.59    P.    M., 

Box  264. 

Wednesday, 
10th, 

1.7  A.    M., 
1. 15    A.     M. 

Box  53, 

2d  alarm. 

Wednesday, 

10th, 

6.13    p.   M., 

Box  72. 


Thursday, 
nth, 

4  A.    M., 

Box  48. 


Friday, 
1 2th, 

7.56   A.  M. 

Box  79. 

Saturday, 

I3th, 

3.55    P.    M. 

Box  73- 


No.  1 136   Market  street.     Cigar  stand.     First  floor  of  two-story 

frame  building. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  contents,  $1,750.     Losses  paid,  $150. 

False  alarm. 

Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 


King  street,  between  Second  and  Third.     Pacific  Oil  and  Lead 

Works.     Third  floor  of  three-story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  two  hours  and  forty  minutes. 
Insurance  on  buildings,  $15,000.     Losses  paid,  $13,200. 
Insurance  on  contents,  $48,500.     Losses  paid,  $43,527. 

No.  17  Ridley  street.     Sculptors  rooms.     First    floor    of  two- 
story  frame  building. 
Cause  of  fire,  carelessness  with  matches. 
Responded  to  by  Company  No.  2. 
In  service  fifty-five  minutes. 
Covers  spread,  two. 
Losses  on  building,  $10. 
Insurance  on  contents,  $400.     Losses  paid, 


$185. 

No.  104  Kearny  street.     Dwelling.     Fourth  floor  of  four-story 

brick  building. 
Cause  of  fire,  supposed  ashes  in  wooden  box. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $12,500.     Losses  paid,  $70. 
Losses  on  property  not  insured,  $5. 

Folsom  street,  between  Twelth  and  Thirteenth.     Dwelling. 
Cause  of  fire,  chimney  burning. 
Responded  to  by  Company  No.  2. 
In  service  thirty  minutes. 

No.  677  Clementina  street.     Dwelling.     Second   floor  of  two- 
story  frame  building. 
Cause  of  fire,  children  with  matches. 
Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $5. 
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Saturday, 

I3th, 

5.42    P.    M. 

Box  83. 


Monday, 
15  th, 

12.14  A.    M. 

Box  31. 


Monday, 
I5th, 

.55     A.     M. 

Box  154. 


Monday, 
15th, 

5.12     P.     M. 

Box  216. 


Monday, 

7.52    P.    M. 
Box  142. 


Friday, 
19th, 

6.7    A.     M. 

Box  78. 


No.  235  Fell  street.     Dwelling.     Third  floor  of  three-story  frame 

building. 
Cause  of  fire,  carelessness  with  candle. 
Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,200.     Losses,  $25.     No  claim. 
Insurance  on  contents,  $300.     Losses,  $50.     No  claim. 

Nos.  407-413  Commercial  street.     Shoe  factory.     First  floor  of 

three-story  brick  building. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  five  hours  and  twenty  minutes. 
Covers  spread,  forty. 

Insurance  on  buildings,  $11,075.  Losses  paid,  $2,324. 
Insurance  on  contents,  $48,150.  Losses  paid,  $18,876. 
Losses  on  property  not  insured,  $3,210. 

Santa  Clara  and  Illinois  streets.     Dwelling.     Premises  of  one- 
story  frame  building. 
Cause  of  fire,  supposed  incendiary. 
Responded  to  by  Company  No.  I. 
In  service  one  hour  and  fifteen  minutes. 
Losses  on  property  not  insured,  $18. 

No.  2208  Steiner  street.     Dwelling.     Roof  of  two-story  frame 

building. 
Cause  of  fire,  sparks  from  chimney. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  twenty  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $2,000.  Losses  paid,  $187.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $48.50. 

No.    823    Guerrero    street.     Dwelling.     Premises    ot    two-story 

frame  building. 
Cause  of  fire,  carelessness  with  lamp. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  twenty-eight  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $91.90. 
Insurance  on  contents,  $700.      Losses  paid,  $294. 

No.   202   Ninth  street.      Dwelling  and   restaurant.      First    floor 

of  two-story  frame  building. 
Cause  of  fire,  carelessness  with  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  contents,  $500.     Losses  paid,  $20. 
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Sunday, 
2ist, 

4.4O     A.    M. 

Box  48. 


No.  702  Mission  street.     Barber  shop.     First  floor  of  two-story 

frame  building. 
Cause  of  fire,  carelessness  with  gas. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  twenty-five  minutes. 
Covers  spread,  tw;lve. 

Insurance  on  buildings,  $15,250,      Losses  paid,  $[,470. 
Insurance  on  contents,  $5,000.     Losses  paid,  $943. 
Losses  on  property  not  insured,  $50. 


Sunday,  No.   139   Henry  street.     Dwelling.     One-story  frame  building. 

21st,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

10.38   P.  M.,     Responded  to  by  Company  No.  2. 
Box  362.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $75. 
Losses  on  property  not  insured,  $450. 

Monday,        No,  1505  Larkin  street.     Rear  dwelling.     School  for  teaching 
22d,  porcelain  burning.      Premises  of  one-story  frame  building. 

9.9    P.    M.,      Cause  of  fire,  defective  furnace. 
Box  164.        Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Losses  on  property  not  insured,  $75. 


Tuesday, 
23d, 

9.57     A.    M. 

Box  263. 


Bryant  and    Beale   streets.       Office.       Roof   of  one-story    frame 

budding. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  Company   No.  I. 
In  service  thirty-live  minutes. 
Covers  spread,  seven. 
Losses  on  property  not  insured,  $100. 


Wednesday,       N.  W.  corner  of  Sutter  and  Jones  streets.     "The   Pleasanton, 

24th,  Hotel.     Roof  of  seven-story  frame  building. 

6.17    P.    M.,      Cause  of  fire,  sparks  from  chimney. 
Box  372.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 
Losses,  $10.     No  claim. 


Thursday,       No.  342    Minna    street.     Dwelling.     Roof  of   two-story   frame 
25th,  building. 

I.25    p.    M.,      Cause  of  fire,  sparks  from  chimney. 
Box  62.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $10. 
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Thursday, 

25th, 

5.54    P.    M. 

Box  49. 


Sunday, 
28th, 

12.20  P.    M. 

Box  61. 


Monday, 

29th, 

3.5    A.     M. 

Box  412. 


Tuesday, 
30th, 

2.41     A.    M. 

Box  7. 


Tuesday, 

30th, 

3.42    p.    M. 

Box  56. 


Wednesday, 

31st, 

5.9    P.     M., 

Box  37. 


No.  411  Sutter  street.     Chinese  store.      First  floor  of  two-story 

brick  building. 
Cause  of  fire,  supposed  gasoline  stove. 
Responded  to  by  Company  No.  I. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $20,000.     Losses  paid,  $120. 
Insurance  on  contents,  $2,900.     Losses  paid,  $549.65. 

No.  238    Minna  street.      Dwelling    and  saloon.     First   floor  of 

two-story  frame  building. 
Cause  of  fire,  carelessness  with  coal  oil  stove. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $45. 
Insurance  on  contents,  $400.     Losses  paid,  $10. 

Golden  Gate  Park,  near  race    track.     Restaurant.      One-story 

frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  the  Captain. 
In  service  two  hours  and  fifty  minutes. 

Insurance  on  buildings,  $4,500.     Losses  estimated,  $4,500. 
Insurance  on  contents,  $5,000.     Losses  estimated,  $6,600. 

No.   1410  Montgomery  street.     Dwelling.     First  floor   of  one- 
story  frame  building. 
Cause  of  fire,  unknown. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $1,000.     Losses  paid,  $7.50. 
Losses  on  property  not  insured,  $700. 

No.  125    Rincon    place.     Dwelling.     First    floor   of  two-story 

frame  building. 
Cause  of  fire,  defective  grate. 
Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $500.     Losses  paid,  $500. 
Losses  on  property  not  insured,  $10. 

No.  11   Front  street.     Druggist.     Basement  floor  of  three-story 

brick  building. 
Cause  of  fire,  carelessness  with  phosphorus. 
Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
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Alabama 1029 
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Army 1 04 1 
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B 
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Battery 614-16 
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Bay,  bet.  Powell  and  Mason 

lieale,  bet.  Harrison  and  Bryant    
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"    "9 
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Berry  and   Sixth,  S.  W.  cor 
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608-14 

561-63 
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Chencry,  bet.  Fairmount  and  Miguel 

Clara 49 
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"     211-13 
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Commercial 407-9 
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D 
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I  )e  Room 5 
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" 6,5 

E 
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tight h  , 
Ellis... 
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Everett . . . 


Veil. 


Fifth  and  Railroad  Avenue 

Filbert , 

Fillmore  and  Haight,  N.  W.  cor 


First... 
Folsom 


bet.  Twelfth  and  Thirteent 


Fourth 


217 
215 
18-22 
323 
244 
20 


222 

2!3S 

415 

2036 

1 1 24 
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"       14-16 
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Fulton 225 
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Gold 
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i6j4 
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"       2309 
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Linden  avenue . 


Louisa 

Lyon  and  Birch  avenue,  N.  W.  cor. 


230 

219 

19 


M 


Market 


and  Sutter 

and  Second .    

and  Powell,  X.  E.  cor. 
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1050-52 
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I330 

922 
1120-22 

937-41 
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1234 
413-15 
925-27 

733 

1228-34 

807-69 

1725 

1227 

1509 

569 
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Main 

Mary 

McAllister  and   Market. 
Mechanics'  Institute. .  . 

Merchant 

Minna 


1723 

U36 

3i6 

36-40 


414 
722 
636 
171 
519 
1309 
650 
342 
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'«       bet.  Thirtieth  and  Thirty-first 

"      203-7 

"        54^ 

"       522 

"        1314 

"       114-16 

"       1624-30 

' '       and  Twenty-Sixth 

"      and  Ninth,  S.  W.  cor 

"       203-7 

"       745 

"       3250 

"       702 

Montgomery 323 

" 206 

"           12 

"  and  Broadway 

"  and  Sutter 

328 

"  bet.  Bush  and   Pine 

307-9 

719-21 

"  a%renue  and  Jackson,  N.  E.  cor 

"           500 

638 

4io 

Monroe 3 

N 

Natoma , 650 

"       • 367 

"       367 

' '      bet .  Second  and  Third 

New  Montgomery  and  Jessie,  Grand  Hotel. 

Ninth 79 

"      519 

"      - 203-5 

Ninth 202 

Noe  and  Fifteenth 

Norfolk 25 

o 

O'Farrell 337 

"        416 

"        S28 
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Octavia 1416 

2928 

Oak  Grove  avenue 19-25 

P 

Pacific 9°4 

"      724 

"     and  Laguna,  S,  W.  cor 

Perry 133 

Pine 899 

"     430 

Polk  and  Clay 

"    1642 

"    and   McAllister 

Post . . 1425 

"   and  Mason,  N.  W,  cor 

"    2607 

"    235 

Potrero  avenue  and  Twenty-fourth 

Powell,  bet.  North  Point   and  Reach 

"       and  Union 

' '       and  Market,  N.  E,  cor 

R 

IRausch 14 

Ripley 17 

iRincon  Place 125 

iRitch 324 

Ross  Alley 9 

Russ 38 

s 

Sacramento 741 

723 

618 

" 520 

3029 

Sansome 129-31 

408 

"        17-19 

"        and  Filbert,  N,  W,  cor 

9" 

San  Bruno  Road 

Santa  Clara  and  Illinois 

Second  and  Bryant 

<4 ••-••• •••  523 
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Seventh 25 

Shipley 70 

" • 127 

Shotwell 610 

"        and  Twenty-fourth 

Silver 120 

Sixth 453 

" 420 

"' 8 

"    and  I'.ridge 

"    and  Stevenson 

"'■ S3* 

" 116 

"    ri6 

Sixteenth,  bet.  Folsom  and  Harrison 

South  San  Francisco 

Spear 225 

"     •••• 217 

Steiiier 2208 

Steuart  Street  Pier  ....    . . 21 

Stevenson 814 

" .... 8-to 

"          , .  .... ,.  10 

"  and  Second,    S.  VV.  cor ... 

St .  Louis,  off  J  ackson 

Stockton 28 

• 317 

"        and  Market,  N.  E.  cor.    . , . . 

' '        and  Sutter..... 

2123 

Sutter 18-20 

"      - 1709 

" 602 

"      and  Hyde , 

"      220 

"      234 

"     and  J  ones,  N.  W ,  cor 

" •  4'l 

T 

Taylor 1 4°9 

"       205 

Telegraph  Hill 

Third 1 32-36 

"     ' 638-40 

Thirteenth,  near    Mission 
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Trinity II 

Turk 132 

"     404 

Twelfth 224 

Twentieth 280 

"        ,.  827 

"         228-30 

Twenty-fourth 1037 

Twenty-sixth,  near   Folsom 

• "5 

4i7 

Twenty-seventh 425 

Twenty-eighth 237 

IT 

Union 1 202 

"     Place , 14 

V 

Valencia 1 314-18 

"        1 006 

"       and  Twenty-first,  N.  W.  cor.. 

829 

Vallejo 827 

Van  Ness  Avenue HI 

Virginia  T'lace 14 

w 

Washington 825 

"           716-22 

"           916 

226-28 

"           210 

4 

728-30 

Webster 205 

West  Mission 63 

Willow  avenue 719 


